10 TYPES OF OZALID PRINTS 


and how you save by using them: 


With a new Ozalid Streamliner you do jobs far beyond the 
scope of any other reproduction process. 


Also, routine work is copied more efficiently because you 
always get a positive print from your original — on the type 


of Ozalid material you prefer. 


You have a choice of 10 types of prints instead of 1 be- 
cause OZALID employs a DRY DEVELOPMENT technique 
which greatly simplifies printmaking. . 
variety of sensitized papers, cloths, foils, and films—all of 
which you process exactly the same, in seconds. 


Неге are the ten Ozalid *types" and some ways in which 
you'll save time, labor, and material by using them: 


1. OZALID BLACK-LINE 
2. OZALID BLUE-LINE 
3. OZALID RED-LINE 


5. OZALID DOUBLE-COATED SEPIA 


6. OZALID TRANSLUCENT CLOTH 


For ‘‘intermediates’’ which may be sub- 
stituted for originals in subsequent print 
production. Important savings in time and 
labor are realized when design changes are 
necessary: Obsolete lines are removed with 
Ozalid Corrector Fluid; changes drawn in 
and required number of prints made from 
"new" masters. 


Gentlemen: Dept. 85 


Please send free Ozalid Streamliner 
booklet318 and the 10 types of Ozalid 
prints. 


Name. 


Pontoi- -= e 


Company. 


Address. — 
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. permits use of a 


For routine prints in the drafting room, shop, 
or office. 

Anything drawn, typed, or printed on 
translucent material is reproduced with 
sharp, easy-to-read images on a white back- 


7. OZALID FOIL 
For composite prints: Details are printed 
on individual foils . . . and overlaid to pro- 
duce a print showing separate details in re- 
lation to each other. 

Ozalid Foil also produces faster-printing 
intermediates from old or worn originals, 
since it intensifies line detail. 


OZALID 


Division of 
General Aniline and Film Corporation 
Johnson City, New York 
Ozalid in Canada 
Hughes Owens Co., Ltd., Montreal 


ground. 

By assigning identifying colors, you can 
distinguish prints of different departments... 
recognize checked from unchecked prints, 
etc. 


8. OZALID CHARTFILM 


For lustrous black-line reproductions on 
white plastic base, ideal for wiring dia- 
grams, instrument panels, etc. No protective 
covering is needed; can be cleaned with a 
damp cloth. 


9. OZALID OPAQUE CLOTH 


For extremely durable prints for shop use, 
files, etc. 


10. OZALID DRYPHOTO 


For almost instantaneous, high-quality re- 
productions of any photographic subject — 
in sepia, black, blue, or two-tone effect. 

Produce them from film positives (as il- 
lustrated above), which can be made from 
any of your negatives. Keep on file. Use 
when desired. 


Ном to ѕауе топеу З мауѕ 


`. WINDOWS. 
22 Мо repair costs | 
Rot proof | 


/? construction products CECO ENGINEERIN 


a Way to Reduce 
Home Building Costs ! 


Have you ever asked yourself “How can home 


building costs be reduced?” Now, that’s a practical ques- 
Ceco steel casements are precision engineered, 


tion—and here at Ceco we have an answer. Certain Ceco provide: dabüsr wexdiecsest The» aive 309€ 
А "11° . more light and allow controlled ventilation up 
products will reduce home building costs. Take steel win- to 100%. Easily washed outside from the in- 


& side... по risky ladders. 
dows for example: They cost less installed, because there 


are no hidden costs to overlook, such as hardware, prime 
coat, accessories, additional labor costs. Then, too, steel win- 
dows last, and last, and last. There is no need for repair— 
they cannot гос... they are bonderized and painted for 
protection against rust. And that goes for steel basement 
windows, too. Another way to save is provided by Ceco 
metal frame screens. Installed, they actually cost less than 
old-style screens, are factory finished—need no on-the-job 
painting, trimming or fitting. So, to reduce home building 
costs, recommend Ceco metal casements, basement windows, 


and metal frame screens. 


` 
Note the trim appearance of Ceco metal frame 


Ww м Y S p x € | FY € Е € O ^ screens. They come in standard types and 
е styles for every purpose. They are custom 
built from steel, bronze, or aluminum and are 

wired with rust-proof screen cloth. 


Ceco does more than design and manufacture fine 
construction products. Besides their wealth of technical 
engineering skill there is available construction knowledge 
gained by 35 years of experience on the job. In 23 offices 
strategically located from coast to coast, Ceco stands ready 


to help you reduce home building costs. Call on Ceco today! 


Ceco's ceconomy bas ind 
CECO STEEL PRODUCTS CORPORATION to install and easy to open and close. They are 
% t t 251 % » Da : М 
GENERAL OFFICES: 5701 West 26th Street, Chicago 50, Illinois inthe basement Newly designed combination 


Offices, warehouses and fabricating plants in principal cities storm window and screen also available. 


he Partial list of other Ceco Products 
Combination All-Aluminum Storm-Panel- 
and-Screen for Wood Windows % Meyer 


mates the 2/7 е ?еуе?се Steelforms * Reinforcing Steel * Steel 


Joists * Roof Deck * Metal Lath and 
Accessories * Highway Products * 
Corrugated Roofing 
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Safeguarding 6 vital services 


дее... 


In many institutional building 
projects, a boiler house is an essen- 
tial part cf the picture, and the 
designer faces the problem of se- 
lecting the proper pipe for a variety 
of punishing services. The problem 
was met in this installation, through 
the extensive use of Byers Wrought 
Iron. It was installed in condensate 
system in boiler house and build- 
ings; overflow and drain piping in 
boiler house; boiler blow-off piping; 
domestic hot water piping; and all 
supply and return piping in the 
extensive underground—over-head 
steam distribution network that 
serves a number of detached 
buildings. 

Because conditions vary so 
widely, all of these services may 
not be problems in your project. 
But there is one that is always a 
headache: condensate returns. 

. Wrought iron has been so uni- 
formly successful in this service, 


that it should be considered when- 
ever you are aiming for maximum 
durability. 

The same facts apply in distribu- 
tion systems, whether the pipe is 
subject to corrosive attack from 
the weather, from soils, or from 
humid conditions in pipe tunnels. 

Wrought iron’s resistance to cor- 
rosion comes from its composition 
and structure, which are dupli- 
cated in no other material. Tiny 
fibers of glass-like silicate slag, 
threaded through the body of high- 
purity iron, halt and “detour” cor- 
rosive attack. This discourages the 


BOILER HOUSE 
DENISON UNIVERSITY 


Granville, Ohio 


A. M. KINNEY, INC. 


Consulting Engineers, 
Associated Architects 


T. J. CONNER, INC. 


Heating Contractors 


pitting and rapid penetration that 
generally causes ordinary materials 
to fail. The fibers also anchor the 
initial protective scale, which 
shields the underlying metal. 

Our bulletin, "Wrought Iron for 
Piping Systems," discusses some 
of the corrosive conditions found 
in various services. Ásk for a com- 
plimentary copy. | 

А. М. Byers Co., Pittsburgh, Ра. 
Established 1864. Boston, New York, 
Philadelphia, Washington, Atlanta, 
Chicago, St. Louis, Houston, Salt 
Lake City, Seattle, San Francisco. 
Export Division: New York, N.Y. 


CORROSION COSTS YOU MORE THAN WROUGHT IRON 


BYERS 
GENUINE WROUGHT IRON 
TUBULAR AND HOT ROLLED PRODUCTS 


ELECTRIC FURNACE QUALITY ALLOY AND STAINLESS STEEL PRODUCTS 
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WHAT ABOUT THOSE BUILDING COSTS? . . 


An Editorial . . . by Kenneth К. Stowell 
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Hewlett Harbor, Long Island. Marcel Breuer, Architect 
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TOWARD A NEW ARCHITECTURE OF WORSHIP 
By Barry Byrne 


"AN AMERICAN SYNAGOGUE FOR TODAY AND TOMORROW" 


PROJECTS 


For A Suburban Community. Malcolm G. Duncan, Architect . 
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Brooklyn, New York. Joseph Salerno, Architect 
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Monterrey, Mexico. E. de la Mora, Architect 


Rockview, Pennsylvania. Alfred Hopkins & Associates, А Architects d 
Kansas City Diocese. Dom Hilary Martin, O.S.B. and Julian Whittlesey, 


Architects 
Norman, Oklahoma. R. Bruce Miller, Designer 
New York City. Magoon & Salo, Architects . 
Havana, Cuba. Coffin & Coffin, Architects 
Dallas, Texas. Tatum, Alexander & Quade, Architects 
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Adjustable 
Flush Valves 


PREFERRED BY 


7 


OUT 
ОҒ 


To the overwhelming majority of ar- 
chitects, the adjustable feature means 
flush valves at their best. To many, too, 

4 adjustable means Watrous, because Wa- 

4 trous pioneered the idea, and because 

, all Watrous flush valves are adjustable. 

| Here are just 3 of the many benefits to 

be expected when your specifications call 
for Watrous adjustable flush valves. 


1 Fixtures Operate More Efficiently 


Since fixtures differ in their water re- 
quirements, only with adjustable flush 
valves can the exact coordination of fix- 
ture and flush be obtained to get top 
operating efficiency. 


For complete information on Watrous Flush Valves see 
Sweet's Catalog, or write for Catalog No. 448-A. Also ask 
for Bulletin No. 447 giving a summary of "Architects' 
Views on Flush Valve Applications". 


* Based upon 288 replies from a 
survey made among 500 architects on 
the question: “Do you feel it is an 
advantage to be able to adjust a flush 
valve for length of flush after it is in- 
stalled on a fixture?" 


2 Save More Water 


By delivering only the amount of water 
required for the fixture on which it is 
installed, an adjustable flush valve often 

saves an extra half gallon or more of wa- 

ter on each flush. In a building with 500 ^h 
flush valves this can amount to extra sav- 

ings of 1,460,000 gallons or more of wa- 

ler per year. 


3 Efficiency Maintained Even After 


Years of Service 


Over the years, normal wear and foreign 
material in the water are bound to change 
operating conditions. When flush valves 
are adjustable, compensation for these 
changes can be readily made to maintain 
maximum operating efficiency. 


THE IMPERIAL BRASS MANUFACTURING CO. 


1240 West Harrison Street, Chicago 7, Illinois 


Flush Valves 


BOTH DIAPHRAGM AND PISTON TYPES 
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Upturn in Construction Activity Follows End of Gov- 


ernment Controls * Congress 


Will Investigate Housing 


Costs * Lumber Ovtlook Mixed * Hospital Funds Ready 


Scarcely was the ink dry on the death 
warrant of government controls over 
building on July Ist when construction 
activity began to pick up just as indus- 
try leaders long had predicted it would. 
Тһе trend upward, felt in all parts of 
the country and in all types of construc- 
tion was particularly noticeable follow- 
ing the slump іп volume from March 
through June which brought the total 
for the first half of 1947 down 11 per 
cent from the 1946 figure for the same 
period (F. W. Dodge Corporation re- 
port). 

Тһе upturn following removal of con- 
trols was more marked, of course, in 
non-residential construction than іп 
residential. A tremendous backlog of 
need in the non-residential field had 
built up through the years of control — 
and industry always is willing to pay 
for what it really needs. In the residen- 
tial field the high costs of building are 
proving more of a hurdle. 

But despite the cost situation, home 
building, too, has taken a decided spurt. 
Тһе National Association of Real Estate 
Boards reports that New Orleans build- 
ers are planning about 2500 new homes: 
that requests to the Home Builders 
Association of Greater Cleveland for 
help in locating builders trebled in three 
weeks; that home construction in Pitts- 
burgh doubled from the middle of June 
to the end of July; that the Dallas FHA 
office predicts 5000 new apartments for 
that area within a year; and that Los 
Angeles County builders expect to erect 
60,000 new homes in 1948. 


Upturn is Official 


Not only private organizations but 
government agencies as well have re- 
ported the upward trend in construction 
volume. The Bureau of Labor Statistics 
records show 75,000 starts іп June 
11 per cent higher than in June a year 
ago, and higher than any single month 
since the building boom of the mid-20's. 
Тһе June figure is significantly above 
that for the preceding month (72,500 
starts) despite the fact that construction 
usually reaches its peak for the year in 
May. 

Government surveys of construction 
activity show a June-July upturn of 10 
per cent in June and 8 per cent in May. 
Official comments point to: (1) a trend 
toward greater building activity in 
suburban areas and small towns and 
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villages, where land costs are more 
favorable; (2) a more than proportionate 
increase in apartment house construc- 
tion; and (3) a jump in street and high- 
way work to the extent that one of 
every 10 construction workers was used 
in June, 1947 compared to one of every 
20 in June of last year. ; 

ЕНА reports that it received more ap- 
plications for mortgage insurance in 
June, 1947 than in any previous month 
in its experience — more than five times 
the figure a year ago. 

Тһе only slightly sour note in the 
general chorus was sounded by the Com- 
merce Department in its midyear state- 
ment estimating that new construction 
put in place іп 1947 will total about 
$12.2 billion. Says CD: "When allowance 
is made for changes in construction 
costs, it appears that the physical vol- 
ume of construction іп 1947 will have 
been exceeded in at least 12 years out of 
the last 30 and that it will be less than 
two-thirds of the peak physical volume 
reached in 1927. On the other hand, the 
physical volume of construction in 1947 
will be slightly higher than in 1946 and 
between 5 and 10 per cent above the 
level of 1939." 


How High Are Costs? 


In this midyear economie report, 
President Truman took housing costs to 
task. “The needed stimulus to more 
housing construction, and also to indus- 
trial and commercial construction," he 
said, "depends largely upon lower prices. 
Housing costs can and should be sub- 
stantially lowered through the efforts of 
material suppliers, builders апа work- 


ers.” 


The National Association of Home 
Builders puts a different slant on housing 
costs, stating that a smaller portion of 
family savings or of family income is 
required today to purchase a new house 
than in the prewar period. Compared 
to 1933-39, it says, liquid assets of indi- 
viduals are up 250 per cent, average 
individual income is up 119 per cent, 
but the cost of new houses is up only 82 
per cent. 


Congress Wants Facts 


Before packing up its books for the 
summer-fall recess, Congress jammed 
through a record crop of legislation, a 
good bit of it pertaining directly to 
housing (see p. 80 for a full report). It 
also started into the works three housing 
probes, broadest of which is the $50,000 
House-Senate look-see authorized just 
before adjournment. 

In debate on this joint probe, Senator 
Taft of Ohio pointed out that while the 
entire housing field was within the scope 
of the committee, emphasis is on the 
cost of housing, "the high cost of build- 
ing, the possible combinations between 
materialmen on costs, possible restric- 

(Continued on page 10) 
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tive labor practices, building codes in 
different cities.” 

Members of the joint committee are: 
Senator Tobey of New Hampshire, 
chairman; Senators Flanders of Ver- 
mont, Cain of Washington, McCarthy 
of Wisconsin, Wagner of New York, 
Taylor of Idaho, Sparkman of Ala- 
bama; Representatives Gamble of New 
York, Sundstrom of New Jersey, Me- 
Millen of Illinois, Fletcher of California, 
Patman of Texas, Rains of Alabama, and 
Boggs of Louisiana. 

Meanwhile, the House Education and 
Labor subcommittee appointed to in- 
quire into labor problems of housing 
construction (see ARCHITECTURAL КЕС- 
orp, Aug., 1947, p. 7) has scheduled the 
start of field hearings for Oct. 27th in 
Cleveland. 


FPHA Called on Carpet 


Third in the series of Congressional 
probes is an investigation of the Federal 
Public Housing Authority, requested of 
the House Committee on Expenditures 
in Executive Departments by a House 
Appropriations subcommittee which pre- 
sented its preliminary findings to the 
Executive Expenditures unit. 

Among charges to be investigated: 


“That operating practices approved 
by FPHA in some instances appear to 
involve ‘improper use of federal funds’; 

“That the intent of Congress appears 
to have been circumvented regarding 
provisions of slum clearance; 

“That important provisions of the 
United States Housing Act have been 
‘almost completely ignored’; 

“That sales negotiations based on 
fair market price or ability to pay are 
of “questionable legality’; 

“That FPHA fosters mutual owner- 
ship plans for permanent war housing 
program not approved by Congress. 
Such plans include a method by which 
the FPHA bureaucracy is perpetuated.” 


NLRB Still Perplexed 


The National Labor Relations Board 
is still enmeshed in the tangle of the 
Taft-Hartley Act. Adding uncertainty 
to the already confusing NLRB picture, 
Congress failed to act on President 
Truman’s nominations to the Board. 
While this left the way open for the 
recess appointments, it made certain 
that the whole question of their confir- 
mation would come up next year. 

Meanwhile, the Board debated whether 
or not it should assert jurisdiction in 


Hedrich-Blessing Photo 


New hospital for the special treatment of alcoholics will be residential in character 


NOVEL HOSPITAL 


Preliminary plans have been ап- 
nounced by the Keeley Institute of Chi- 
cago for a new hospital at Dwight, Ill., 
designed expressly for the rehabilitation 
of alcoholics. 

With no precedent to follow in the de- 
sign of such a “special purpose” build- 
ing. architects Schweiker and Elting 
have developed plans keynoted by a 
combination of functionalism and es- 
thetic appeal —the latter considered 
especially important in the treatment of 
alcoholics. Since all patients will be am- 


їй 


bulatory, the building will be residential 
in character. 

Тһе plans provide for 84 single and 
double rooms. a lounge, dining facilities 
for 130, kitchen, laundry, laboratory, 
doctors' and administration offices, 
medical treatment rooms, barber shop 
and a small store. 

Of reinforced concrete and brick con- 
struction, the building will have acousti- 
cal plaster ceilings throughout and radi- 
ant panel heating. Concrete floors will 
be cork covered in corridors and offices 
and carpeted in bedrooms. Total floor 


area will be 47,000 sq. ft. 


building and construction industry 
cases. It asked Senators, but the Sena- 
tors couldn't answer. Tendency seems 
to be to shy away from taking on trouble. 


Lumber Outlook Mixed 


Both trade and government sources 
point to prospective stabilization of 
lumber prices with peak levels believed 
to have been passed last spring. Con- 
sumers, it is explained, are not accept- 
ing, as the supply improves, anything 
that is offered but rather are deferring 
purchases, turning to other suppliers or 
using alternative materials. Lower grades 
in particular hit heavy resistance some 
time back. 

This trend is affecting smaller mills. 
causing them to shut down or shift 
from lumber to ties — а development 
which may cut down earlier estimates of 
lumber production this year. 

Continuance of the current trends in 
the lumber market is expected by the 
experts to relate itself to developments 
in construction — housing, commercial, 
industrial. A downward trend is noted 
in building materials prices. 


Home Ownership Increasing 


Indicative housing characteristics of 
various metropolitan districts for April 
1947 in comparison with April 1940 are 
given in a series of current population 
reports by the Bureau of the Census. 

These sample population surveys. an- 
nounced city by city, are consistently 
showing — at least in the early an- 
nouncements — an increase in the per- 
centage of homes occupied by their 
owners and a corresponding drop in 
tenant-occupied dwelling units: In prac- 
tically all cases the number of dwelling 
units has increased while the percentage 
needing repairs has dropped. 

In Philadelphia, for instance, owner 
occupied homes represented 60 per cent 
of the total last April compared to 43 
per cent in April, 1910. In New Haven, 
Conn., the increase was from 37 per cent 
to 52 per cent; in Columbus, Ohio. from 
11 to 52 per cent, and in Memphis, 
Tenn., from 32 to 46 per cent. 

Inerease іп the number of dwelling 
units is ranging largely from 10 per cent 
to 25 per cent (Washington, D. C., how- 
ever, shows a 40 per cent gain). 


Housing Agencies Recast 


From the standpoint of federal ac- 
tivity in housing, the new reorganiza- 
tion plan, proposed by President Tru- 
man some months back and finally 
given a Congressional green light, 
should not be overlooked. 

Raymond Foley, former head of NHA 
and FHA, now is Administrator of the 
new Housing and Home Finance Agency, 
which embraces all the housing agencies 
and principal housing functions of the 
federal government. There are three 

(Continued on page 12) 


you get good lighting 
plus ceilings unlimited 
with miller fluorescent 
lighting systems 


For new construction or relighting of 
stores, offices, schools, factories, and public buildings, MILLER Fluorescent Troffer 
Lighting Systems offer new flexibility of application. The MILLER Furring Hanger 
(patented) makes possible the arranging of Troffer light units in blocks, light strips, or 
geometric patterns, to form any ceiling pattern desired . . . CEILINGS UNLIMITED. 
FURTHER . . . installation is simplified . . . 50 to 75% fewer supports from structural 
ceiling are needed . . . wiring costs are cut up to 50%... and conduit and conduit 
fitting costs cut up to 80%. | 
miller lighting service is all-inclusive 
MILLER 50 and 100 FOOT CANDLERS (Continuous Wireway Fluorescent Lighting 
Systems) have been established as standard for general factory lighting. And 
MILLER incandescent and mercury vapor reflector equipment has broad factory 
and commercial application. 


MILLER field engineers and distributors, conveniently located, are а! your call. 
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WITH THE MOST COMPLETE 
LINE OF QUALITY BRASS 
PLUMBING FIXTURES 


PETI tom 


Salter Masterpiece Fixtures are fast becoming the 
"favorite" of plumbers, contracdi@rs and home 
owners. This "out in front" ро$ оп has been 
attained not only through their Superior “EZE” 
close construction and sparkling, @istinctive ap- 
pearance, but also from the fact that a most com- 
plete line is available to meet all Brass plumbing 
requirements. The Salter- Glauber Шће, in addition 
to built-in and regular trim, includes all types of 
check, globe, gate and radiator Wolves, tubular 
traps and drains, barber shop fixtures, special 
laboratory fittings, plus a complete Hine of ground- 
key water works valves апа fittingsuJf you are not 
already capitalizing on Saler's out in front" 
reputation for quality and delivery, contact your 
local plumbing jobber or supplier Without delay. 


10 Ninth Street, Marysville, Ohio 


602—Masterpiece Sink 
fixQture with one piece 
concealed body for steel 
and cost iron sinks with 
3 openings on 4" cen- 
ters. Furnished complete 
with automatic spray. 
603 without spray — 
1602 and 1603 for wood 
ledge installation. 


MFG. CO. 


and division THE GLAUBER BRASS MFG. CO., Kinsman, Ohio 
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operating units: the Home Loan Bank 
Board, the Federal Housing Adminis- 
tration, and the Public Housing Ad- 
ministration. 

The plan barely squeezed through 
Congress by the refusal of the Senate to 
reject the proposal, which earlier had 
been rejected by the House. Senate 
vote was 38 to 47. Under the law, an 
executive reorganization plan becomes 
effective within 60 days unless it is 
rejected by both House and Senate be- 
fore that time. 


Hospital Funds Ready 


Construction of $225 million worth of 
hospital and health facilities during 
the fiscal year of 1948, says the U.S. 
Public Health Service, will be possible 
under the Labor-Social Security Appro- 
priations Act signed on July 8th by the 
President. 

Although no federal funds were di- 
rectly appropriated for this purpose, the 
act sets up a procedure which obligates 
the federal government to pay up to $75 
million as its share of approved hospital 
construction. As Surgeon General Thomas 
Parran points out, since the federal 
government pays one-third of the cost, 
this brings the potential combined total 
of federal, state and local funds to $225 
million. Under the terms of the act, any 
construction project approved by the 
Surgeon General creates a contractual 
obligation on the part of the federal 
government to meet its share of the cost. 

This legislation implements the con- 
struction phase of the Hospital Survey 
and Construction Act passed by Con- 
gress last year, authorizing the appro- 
priation of $3 million for survey and 
planning and $75 million for construc- 
tion annually for five years. The $75 
million just appropriated for the fiscal 
year 1948 is the first money to be made 
available for construction. Funds may 
be used for health centers, laboratories, 
clinics and other medical facilities, as 
well as for hospitals. 


USPHS Explains Procedure 


As USPHS explains, no funds have 
been actually appropriated for construc- 
tion purposes by the Appropriations 
Act, but will be made available through 
the technique of “contractual obliga- 
tions." In other words, Congress has 
authorized the Surgeon General to incur 
obligations on the part of the federal 
government up to $75 million as the 
government’s share of approved hos- 
pital construction. 

A complete interpretation of the 
"contractual obligation" technique and 

(Continued on page 14) 


Tuvalualle tu planning: 
SCHOOLS, HOSPITALS, 
CHURCHES, 

STORES, AUDITORIUMS, 
HOTELS AND 
INDUSTRIAL BUILDINGS 


Геи... UL to date... Practical 


288 pages... 816 x 11 inches... 49 floor plans... 24 
sketches and wiring diagrams . . . 32 charts, tables and 
photographs make up THE ARCHITECTS MANUAL 
OF ENGINEERED SOUND SYSTEMS. This is the most 
authoritative work book and reference manual published 
on sound systems. 

Here are factual, time-saving data covering the very 
latest practical information on modern engineered sound 
systems, design and practice . . . written in language 
understood by architects, draftsmen and others who plan 
and specify sound systems. 

Typical floor plans, wiring diagrams and complete 
specifications permit you to select and specify a modern 
sound system for projects of all types and sizes. 

Chapters cover Definitions, Symbols, Microphones, 
Amplifiers, Loudspeakers, Controls, Studios and Control 
Room, Acoustics, Sound Film Projectors, Antenna Sys- 
tems, Typical Layouts and Specifications. Subject index 
provides the ready-reference information an architect 
needs to have on his desk. 


SOUND SYSTEMS 
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Handsomely bound in a post binder with imitation leatuer 
cover. Price $5.00 each ($5.50 foreign). Mail coupon 
or order to Architectural Relations, Sound Products Section, 
RCA, Camden, М. J. 


Architectural Relations, 

Sound Products Section, 

Radio Corporation of America, 
Camden, New Jersey 


Enter my order for ___ copies of the new 288-page 
ARCHITECTS MANUAL OF ENGINEERED SOUND 
SYSTEMS at $5.00* a copy. I enclose $ 

"85.50 outside U.S.A. 


RADIO CORPORATION of AMERICA 


ENGINEERING PRODUCTS DEPARTMENT, CAMDEN, N.J. 


In Canada: RCA VICTOR Company Limited, Montreal 


496919" 
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the procedure which it sets up for ob- 
taining funds has been prepared by 
USPHS. Copies may be obtained from 
the Division of Hospital Facilities, U.S. 
Public Health Service, Federal Security 
Agency, Washington 25, D. C. 


Standardization Moves 


In cooperation with state and local 
health authorities, the FHA has de- 
veloped standards for the installation of 
individual water supply and sewage 
disposal systems. These are the mini- 
mum requirements for FHA financing. 
and intended as a guide for builders of 
homes in locations where public or com- 
munity water or sewerage systems have 
not been installed. 

'The consolidation of two divisions of 
the National Bureau of Standards has 
been announced: Commercial Standards 
and Simplified Practice are now united 
in a single division called Commodity 
Standards. The new unit will continue 
the Bureau's coordinating role in the 
development of voluntary simplified 
practice recommendations and com- 
mercial standards with industrial and 
technical groups. In addition, it will be 
responsible for coordinating Bureau 
work for the the Federal Specifications 
Board. Edwin W. Ely, former chief of 
the Simplified Practice Divisions, has 
been appointed chief of the division, 
and F. W. Reynolds, former acting 
chief of Commercial Standards, assistant 
chief. 


° e. ° 
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ON THE CALENDAR 


Sept. 11-12: Businessmen’s Confer- 
ence on Urban Problems, Chamber of 
Commerce of the U. S., Washington, 
| D Сеч 

Sept. 15-19: National Technical Con- 
ference, Illuminating Engineering So- 
ciety, Hotel Roosevelt, New Orleans. 

Sept. 15-Oct. 11: Exhibit, “Visualizing 
the Modern House” (architectural, 
interior and landscape designs, furni- 
ture, paintings, sculpture, pottery), 
Bertha Schaefer Gallery, 32 E. 57th 
St., New York City. 

Sept. 22-25: 49th Annual Conven- 
tion, American Hospital Association, 
St. Louis. Mo. 

Oct. 14-19: 1947 Westchester Better 
Нотев Exposition, Westchester County 
Center, White Plains, N. Y. 

Oct. 18-24: National Metal Exposi- 
tion, International Amphitheatre, Chi- 
cago. 

Oct. 20-23: Annual Fall Meeting, 
Iron and Steel Division and The Insti- 

(Continued on page 16) 


SPECIFY FENCRAFT CASEMENTS 


Clubs, dormitories, nurses’ homes, restaurants 
and many other buildings call for windows that 
combine the beauty and easy operation of a resi- 
dential-type casement with extra ruggedness and 
excellent provision for ventilation. 

For such uses Fencraft Standard Casement Win- 
dows fill the bill. They’re expertly made by crafts- 
men of America’s oldest and largest steel window 
manufacturer. They’re quality windows in every 
respect, suitable for the finest buildings. 


ECONOMY THROUGH STANDARDIZATION 


Fencraft Casements, as well as Fencraft Projected 
and Fencraft Combination Windows, are stand- 
ardized in a range of sizes to fit almost any need. 


FENCRAFT COMBINATION 
WINDOW 


Generous fresh-air ventila- 
tion. Swing leaves deflect 
breezes into the room. In- 
tilting sill vent protects 
against drafts. 


PROJECTED 
CASEMENT 


Fen estra 


FENCRAFT INTERMEDIATE STEEL WINDOWS 
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COMBINATION _ 


-.--------------.-- ——— M и 


ЖАЛ 


ELIT uy ТО ВЕИТ 


This standardization saves іп two ways: first, 
because manufacturing economies result in lower 
costs; second, because co-ordination with modu- 
lar dimensions of modern masonry construction 
practice saves installation time. 

Fencraft Windows offer other benefits, too— 
more daylight, safe washing of both sides from 
inside the room, permanently-easy operation, 
superior weathertightness. Screens are attached 
easily and safely from inside the room. This easy 
washing and easy screening pays off—year after 
year—in lower maintenance costs. 

You'll find full information on types, sizes and 
other details in Sweet's Architectural File (Section 
162-9). Better yet, call us, or mail coupon below. 


FENCRAFT PROJECTED 
WINDOW 


Protection from weather, 
even when open. Open-out 
vent acts as canopy over 
opening. Open-in vent de- 
flects air upward, sheds 
water outside. 


Dept. AR-9 
2252 East Grand Blvd., 
Detroit 11, Michigan 


new Fencraft family of Fenestra Windows: 


T 


Company. 


Please send me data on types and sizes of the 


Nemes  —— Б E 


WC 
т. VANGUARD 


Newest 
SILV-A-KING 
Fluorescent 
Fixture... 
for commercial 
installations 


No more dangerous high- 
ladder gymnastics...no more 
fancy tools...no more lacer-- your fountain pen—for inspec- 
ated fingers or strong lan- tion, cleaning, or re-lamping. 


For assurance of minimum maintenance time...Specify the Vanguard! 
I. B. E. W., А.Е. of L. * Listed by Underwriters’ Laboratories, Inc. 
Yours for tbe asking, "Vanguard" Bulletin No. 447FV 
REFLECTOR 


BRIGHT LIGHT соел, inc. 


Subsidiary of Bridgeport Pressed Stee! Corp. 


FAIRFIELD AT STATE + BRIDGEPORT 5, CONN. 


guage! The Vanguard opens as 
easily, quickly, and safely as 


ES M h wW — ee 
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tute of Metals Division, American In- 
stitute of Mining and Metallurgical 
Engineers, Stevens Hotel, Chicago. 

Oct. 20-24: Annual Meeting, Ameri- 
can Society for Metals, Palmer House, 
Chicago. 

Oct. 20-24: Annual Meeting, Ameri- 
can Welding Society, Sherman Hotel, 
Chicago. 

Oct. 20-24: Theater Engineering Con- 
ference and 62nd Semi-Annual Conven- 
tion, Society of Motion Picture En- 
gineers, Hotel Pennsylvania, New York. 

Oct. 22-25: 1941 Convention, New 


York State Association of Architects, 


Hotel Commodore, New York City. 
Oct. 30-Nov. 1: 15th Semi-Annual 

Meeting, American Society of Tool En- 

gineers, Statler Hotel, Boston, Mass. 

Nov. 3-7: 2nd International Lighting 
Exposition and Conference, Stevens 
Hotel, Chicago. 

Nov. 9-14: 40th Convention, National 
Association of Real Estate Boards, San 
Francisco, Calif. 

Nov. 10-13: 25th Annual Convention, 
The American Institute of Steel Con- 
struction, Inc., Roney Plaza Hotel, 
Miami Beach, Fla. 

Dec. 2-5: Annual Meeting, American 
Society of Mechanical Engineers, Chal- 
fonte-Haddon Hall, Atlantic City, N. J. 


CODE REVISION 
CD Issued Pamphlets 


Cooperating with nation-wide moves 
toward the modernization of building 
codes, the Commerce Department has 
issued two pamphlets intended to aid 
city and state officials in the revision of 
their codes. These documents, CD-1 and 
CD-2 respectively, list publications on 
the preparation and revision of building 
laws and give a work sheet for checking 
standards and specifications in the vari- 
ous codes. Copies may be obtained upon 
request from the Construction Division, 
Department of Commerce, Washington 


25, D. C. 


Massachusetts Law 


'The Commonwealth of Massachusetts 
has recently enacted a law which makes 
it legally possible for a prefabricator to 
have his system tested and approved by 
a state board, and thereafter to sell 
throughout a state-wide market, free 
of local building code restrictions and 
difficulties. 

Under the new law, two sections (3J 
and 3K) are added to Chapter 143 of the 
General Laws of Massachusetts. Briefly, 
they provide that the Board of Stand- 
.ards in the state Department of Public 

(Continued on page 128) 


АТ WORK OR PLAY 


SERVES AND SAVES 


Children playing on the floor in a Connecticut home, experts work- 
ing on the huge floor of a rug factory in New Jersey. No radiators 
—ducts, or heating equipment in sight—yet everybody is comfort- 
able regardless of the vagaries of a Northern Climate. 


Radiant heat with Sarcotherm outdoor control costs little more— 
for installation—much legs for fuel than other forms of heating. 
It is a fully automatic, mechanical system. It results in favorable, 
enthusiastic and wide-spread publicity for the architect and con- 
tractor wherever installed. Available as a packaged unit in all 
distribution centers. Ask for the bulletin. 


FLOW VALVE 


CIRCULATING PUMP 


E 
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Residence of Peter P. Petrofsky, Architect Frank 
Kecko & Son, Contractors. Crane Co., Wholesalers, 
Bridgeport, Conn. 


SARCOTHERM 
VALVE 


STRAINER 


Roddiscraft 


The architect’s door and plywood 


Identified with architects 
for 50 years 


Roddiscraft quality has been recognized by the 
architectural profession for more than fifty years. 
The Roddiscraft hardwood doors and x fami] 
installed in buildings from coast to coast in 
accordance with architects specifications is a 
testimony to the reputation of Roddiscraft. 
Roddiscraft has earned its reputation — by 
putting quality first — by never permitting 
production needs to become paramount. 
"Today's Roddiscraft solid core flush veneer 
doors and hardwood plywood are still a crafts- 
man's product —a blending of fine workmanship 
Nationwide Roddiscraft Warehouse Service and fine materials. : s 
3 1 Remember — Roddiscraft beauty is more 
Cambridge 39, Mass. . 229 Vassar St. Long Island City, New York г 


Chicago 8, Ill. . 1440 W. Cermak Road . . . . . . Review & Greenpoint Ave. . than veneer deep. 
Cincinnati 2, Ohio ,. 457 E. Sixth St. Los Angeles 11, Calif. . 2860 E. 54th St. 


Dallas 10, Texas . . 2800 Medill St. Marshfield, Wis. . . . 115 S. Palmetto St. Р 
Detroit, Mich. . 11855 E. Jefferson Ave. Milwaukee 8, Wis. . . 4601 W. State St. 
Kansas City 8, Mo, . 2729 S.W. Blvd. New York City, N. Y. 920 E. 149th St. 0 SCI а 
Louisville 10, Ky. . 1201-5 S. 15th St. бап Antonio, Texas . . 727 М. Cherry St. 
DEALERS IN ALL PRINCIPAL CITIES 2, & V 
салд Lumber erect Я 


MARSHFIELD, WISCONSIN 
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...175 FAK AHEAD — 
INDESIGN -in DURABILITY 


JENKINS FIG. 270-U BRONZE GATE VALVE 


1 "MONEL" SEAT RINGS EXPANDED IN 

*BODY The seat rings, expanded into 
place in the body, are equivalent to integral 
faces. The "MONEL' metal used is about 
2/5 times the hardness of valve body bronze 
— provides exceptional resistance to erosion 
and corrosion. 


2 LARGE SPINDLE THREADS LAST LONGER 

* The threads on the traveling spindle are 
exceptionally long and large in diameter. 
This reduces wear to a minimum and insures 
easy operation. Spindle metal is hard, tough 
manganese bronze. 


3 DEEP STUFFING BOX — MORE PACKING 

* Deeper than most 200 Ib. gate valves, it 
holds more packing. Keeps stuffing box tight 
around spindle with less friction, and permits 
spindle to be turned with less effort. 


4 LIBERAL BODY DIMENSIONS ADD 
*STRENGTH Made of 35,000 Ib. tensile 
strength cast bronze — has full length of pipe 
threads and liberal clearance between thread- 
ed ends and diaphragm wall. Union assem- 
bly reinforces and strengthens body neck. 


5 EXCEPTIONALLY RUGGED BONNET 
* Projection on bottom assures snug fit into 
neck of body. Large diameter Acme threads, 
with long bearing, assure improved wear 
resistance. Machined bevel оп underside 
matches beveled shoulder on spindle for 
back-seating under pressure and protecting 
spindle threads when valve is wide open. 


HEAVY BONNET RING Union Bonner 
*joint withstands exceptionally high hy- 
draulic pressures. Liberal thread engage- 
ment assures assembly that can be made tight 


and kept tight after repeated disassembly. 


7 BODY AND BONNET RING LUGS Rugged 

* sturdy lugs of novel design on body ends 

| and bonnet ring permit repeated application 
| of conventional wrenches. 


S PRACTICAL ENGINEERING 


SETS THE STANDARD FOR VALVE ECONOMY 


€ IF ANY PART of tbe seating 
combination is to eventually need 
replacement, wby not bave it tbe 
most accessible part —tbe wedge 
rather than tbe seat? It's easier, 
quicker, cheaper to slip on a new 
wedge, tban to install a new body! 

That's the principle on which 
Jenkins Engineers designed the new 
Fig. 270-U Bronze Gate Valve, with 
a high-quality bronze wedge seating 


LOOK FOR THIS faa 


SINCE 1864 
gem Gog 


JENKINS VALVES 


Types, Sizes, Pressures, Metals for Every Need 
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DIAMOND MARK 


against MONEL seat rings expanded 
in the body. With this sensible de- 
sign, the wear affects only the most 
accessible part—the bronze wedge 
— which can be replaced by simply 
slipping it off the stem and slipping 
on a new one. Prolonged tests, in 
toughest service, prove it the best 
seating combination to beat wear, 
reduce care. 

This new, better Fig. 270-U will 


JENKINS BROS., 80 White St., New York 13 
Send Bronze Gate Valve Folder. 


—X 


—————————————MP (€ ——" 


give you unequalled economy in any 
service requiring a 200 Ib. pressure 
Bronze Gate, and especially under 
severe conditions, such as in oil re- 
fineries, dye houses, chemical, food, 
and rubber plants. 


WRITE FOR 
THIS 
FOLDER 
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FLOORING 


SELECTION OF RESILIENT 
FLOORS FOR COMMERCIAL INTERIORS 


Wherever goods or services are offered for sale, floor 
design can play an important part in the technique of 
modern merchandising. Today's selling practices call 
for the floor, along with the other interior elements, 
to exert a subtle but definite influence on the customer. 
The colors and design possibilities of resilient flooring 
materials such as linoleum, asphalt tile, Linotile®, 
rubber tile, and cork tile make them ideally suited for 
this purpose. They can help create the proper atmos- 
phere for any type of business. 

Naturally, in many cases, cost is an important fac- 
tor in determining which type of resilient flooring to 
use, Rubber tile, Linotile, and cork tile are in the 
luxury class and generally considered best suited for a 
shop or office dealing in merchandise or services with 
class appeal. However, the selection of a lower cost 
material may be justified on occasion. Rented offices 
and stores, as well as temporary locations, often call 
for the consideration of a less expensive flooring such 
as linoleum or asphalt tile, Although these materials 
are lower in cost, they can be laid in designs that are 
rich or dignified in appearance. 


FLOORS FOR LUXURY SETTINGS 


For shops and offices that require the ultimate in 
luxurious floors, rubber or cork tile should be given 


first consideration. Rubber tile is generally accepted 
as the most luxurious resilient flooring from the 
standpoint of color and luster. Its satin-like sheen and 
rich, delicate colors blend with the most elaborate 
settings, These characteristics are the result of the 
vulcanizing process through which this material passes 
during its manufacture, 

Тһе extreme resilience of cork tile gives it a fecl- 
ing of luxury underfoot. As a result of the baking 
process during manufacture, the tiles are produced in 
various brown shades. The random shading in a floor 
of cork tile adds to its rich appearance. However, cork 
tile floors require more careful maintenance than 
other types of resilient floors, 


FLOORS FOR MASS APPEAL STORES 


Low overhead and operating costs usually are of 
importance to the business where mass appeal items 
are sold in a highly competitive market, Because of 
this, linoleum and asphalt tile floors are recommended 
for stores and offices in this field. Although these 
flooring materials are less expensive than rubber tile 
and cork tile, they can be used in ways that create 
highly decorative effects. 

Linotile is a resilient flooring material that is suit- 
able for either class or mass appeal stores, Its beauty 


Richly styled interiors call for flooring materials and designs that 
add to the feeling of elegance established by the general architec- 
ture and furnishings. The high style of this entrance lobby is 
further emphasized by the lustrous sheen of the rubber tile floor. 


and rich appearance make it suitable for high-style floors. 
The exceptional durability of Linotile, on the other hand, 
makes it a material to consider whenever a floor must have 
the ability to withstand heavy store traffic. 


PERIOD STYLING 
Interiors designed to reflect specific period styles call for 
special consideration in flooring. The resilient tiles and 
certain types of linoleum, especially the jaspés, Marbelles, 
and some of the embossed inlaid patterns, are ideally suited 
for period styled interiors such as 17th Century and Early 
American Colonial. For example, plain colored asphalt tile 
can be laid in random “flagstone” designs for a suitable 
floor to enhance the effect created with pine panelled walls 
and beamed ceilings. Brick patterns in embossed linoleum 

also are desirable for this type of interior. 


SPECIAL EFFECTS 


Elaborate restaurants, cocktail bars, theatres, and other 
types of interiors often require “showmanship” іп decora- 
tion, Such interiors call for floor designs seldom used else- 
where, But whether the atmosphere is refined or flam- 
boyant, it can be met in any of the resilient tiles as well as 
in the plain, jaspé, and Marbelle linoleum floors. Striped or 
zigzag floor designs can be created in highly contrasting 
colors for brilliant effects. 


Special insets can be worked out in resilient flooring 
materials, too. Names, initials, trade-marks, or decorative 
characters of any type can be installed right in the floor. 
Today, it is not unusual for hand-cut insets to contain as 
many as several hundred small pieces in many colors. 


Resilient floors also offer unusual opportunity to plan 
designs that separate departments in a large store. And with 
directional lines or sweeping color contrasts these floors 
can help to direct the general flow of traffic to areas that 
otherwise get less attention. 


For practical assistance in the specification of resilient 
flooring and suggestions for floor design, contact any of 
Armstrong's District Offices or write directly to 
Armstrong Cork Company, Floor Division, 2409 
Duke Street, Lancaster, Pennsylvania, 
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Smart designing applied to floors of linoleum and asphalt tile can 
give to these floors a richness suitable for commercial architecture 
of unconventional style. Here, the design in the floor of asphalt 
tile follows the contours of the display counters for unusual effect. 


Tavern-style and other interior decoration employing paneled or 
beamed treatments on walls and ceilings call for "rustic" floor 
effects which can be obtained with brick patterns in embossed lino- 
leum. Random designs in the resilient tiles also can be used. 


Custom cut insets in resilient flooring materials help advertise a 
business. Decoratively styled to accentuate the floor design, smart 
insets create an impression that's remembered by customers. Names, 
monograms, and trade-marks can be copied in any resilient floor. 


Special effects in resilient floors are almost without limit, Spec- 
tacular interior decoration can become fully effective through floor 
designs. Brilliant colors can be used as in this linoleum floor 
with a brown field and orange and canary yellow serpentine bands. 
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Interior window glazed with Satinol Louvrex 
assures privacy plus light. Designed by 
Robert Gruen Associates. 


Venu. 4444 as well as Laon 


€ To diffuse light generously ... to borrow 
light from опе room for another . . . designers 
and decorators choose Patterned Glass. 
Clear or Satinol-finished, this fine glass 
lets light filter through freely ... yet its dis- 
tinctive patterns obscure the view, making 
Patterned Glass completely practical for 
light-transmitting panels, partitions, or en- 


tire walls. 


Blue Ridge Patterned Glass is available 
in a wide range of linear, square or all-over 
patterns to add a sparkling look of luxury 
to modern or period settings. Consult your 
nearby L-O-F Glass Distributor. Write for 
our Patterned Glass Modernization book. 
Blue Ridge Sales Division, Libbey ‘Owens’ 
Ford Glass Company, 297-A Nicholas Build- 


ing, Toledo 3, Ohio. 


` Fa BLUE RIDGE Patterned GLASS < 


"HEN rom SOFT, DIFFUSED LIGHT - COMPLETE PRIVACY DER 


SMART DECORATION ° 


The Faster Way to Partition and Panel 


SEE THIS FREE, 10-MINUTE DEM- 
ONSTRATION IN YOUR OFFICE. 
Get in touch with your nearest 
M/P Distributor listed below 
for your private showing. 


ALABAMA 
Birmingham...... Acousti Engineering Co. 
Mobile........ Acoustics & Specialties Co. 

ARKANSAS 
Little Rock... . Acoustics & Specialties Co. 

CALIFORNIA 
Los Angeles....The Harold E. Shugart Co. 
Oakland l 


Sacramento 


«oo Fs К. Pi b b 
San Francisco Í ae Any, cine 


COLORADO 
Т, РОГУН Lauren Burt, Inc 
CONNECTICUT 
Hartford............ The C. A, Bader Co. 
DELAWAR 
Wilmington......... The W. M. Moyer Co. 


Wilmington INVE mon) 
ohn H. Hampshire, Inc. 
DISTRICT OF COLUMBIA 


Washington...... John H. Hampshire, Inc. 
FLORIDA 

Jacksonville 

Miami „+++ Acousti Engineering Co. 

Tampa of Fla. 


Pensacola 


.Acoustics & Specialties Co. 
GEORGIA 
Atlanta. ...Acousti Engineering Co. 
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Evansville 
2 COMPANY Ft. W 
ConsTRUCTION Сом indiana palis | XO Hugh J. Baker & Co. 
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Metlwal par aa OUT MARYLAND 
"Your installe + др O Ouickl Я 1 ‘gy Baltimore... John Н. Hampshire, Ine 
recent asily surpass years Quickly cover interior walls and divide d Iam 
office © га our many floor space. Springfield Bader Co., Inc. 
j Detroit R. E, Leggette Co. 


Grand Rapids ..Leggette-Miohaels Co. 


of buildin en | Only a few standard parts from MINNESOTA 
itio have * | | ыы ае АНЫ ТЫН рае Со., Inc. 
а arti : ness warehouse stock. 
"These [en attractive ane г Mana ОНУ | ...........Henges Co., Inc. 
ce 2 ss 0 к . Louis 
nan ressivene tiful | Readily adaptable to an endless va- NEW JERSEY 
and imp their be u ndes А Elizabeth. ......... ois s Jacobson & Co. 
; u егу 1 TM 2 гепіоп........... в W. M. Moyer Co. 
office 9 finish nd $9 riety of interiors. RM pe 
dgrain a es 2 Albuquerque. ........ The Jay Grear Corp 
woode.: qualiti ГІ Basie - P NEW YORK 
SB [] Easily movable without waste. Albany — 
r = Butfalo 
Ж зе ر‎ A ы Jamestown > ....... Collum Acoustical Co. 
ын А Provide an all-flush surface from floor Rochester f 
d 2H New York Cit Jacobson & C 
^e у ew Yo y... .....Jacobson 0 
to ceiling. NORTH CAROLINA 
Charlotte......... la leap NOME Co. 
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LS ; 3 T Б leveland. | ...... Қ 
Mr. Parlen йсй; President m tion m for er Ее о! Columbus : Mid-West Acoustical а 
je. Davis Construction ‘Company other materials at ends or above cor- asin 
Baltimore, Maryland. А от азоме сог аслан z E. C. Decker & Co. 
nice level. PENNSYLVANIA 
Altoona 1 
І ^ . “ Pittsburgh $ s.s.s»... Harry C. Leezer Co. 
[] Easy to maintain. Sharon Í 
ч Harrisburg l 
WRITE TODAY for your copy s VE Y у Philadelphia (...... The W. M. Moyer Co. 
of our latest catalog A9, con- [|_| Factory-finished in natural woodgrain Soranton ODE ISLAND 
ма “С . : Providence......... REOR Pitcher & Co. 
taining Metlwalspecifications, reproductions or soft, baked-enamel SOUTH CAROLINA 
аў . . TEC Charleston....... Acoustic Engineering Co. 
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x SOUTH DAKOTA 
tos. See how Metlwal can help he. 22-4 Sioux Falls... insulation Sales Co., Ine. 
you plan beautiful interiors. | Will not chip, crack or craze. Chattanooga | 
Knoxville Len Herndon Се. 


Address: Martin-Parry Cor- 
poration, Fisher Building, De- 


Do not reflect harsh, metallic light. 


"ой ichioz 1 а * ә Dallas 
troit 2, Michigan. ] Bonderized against rust and corrosion. Heus | өзе» S. W. Nichols Се. 
EI Разо............. The Jay Grear Corp. 
ÜTAH 
Salt Lake City......... Lauren Burt, Ine. 
VIRGINIA 
Norfolk 


Richmond ! ....Зоһп Н. Hampshire, Inc. 


MRRTIN PRRRY Ғ Roanoke est VIRGINIA 
gta nee еее т. 
= ALL-FLUSH PANELING ОИСИ 
ы MOVABLE PARTITI о ы 5 pies, e WYOMING 2 Ine. 


EA ENGINEERING AND ERECTING SERVICE AND 
67 Years of service WAREHOUSE STOCKS FROM COAST-TO-COAST 


UNITED SYATES RUBBER COMPANY 


SERVING THROUGH SCIENCE 
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as much as 507 lighter --7- 


Neolay—up to 50% lighter than ordinary cables 
—is extremely easy to install... easy on the 
pocketbook, too. Neoprene cover is tough, abra- 
sion resistant and resistant to oil, fire and cold. 
Write for new 32-page brochure describing all 
types and sizes of ''U. S." aluminum wires 
and cables. Address Wire and Cable Depart- 


ment, United States Rubber Company, 1230 
Avenue of the Americas, New York 20, N. Y. 
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NEW advancements in 


i the Most 


New Benjamin wLite-Line 40" Syste 


Developments in Continuou 


paing Р 
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PP 


— ا‎ 
3% 
2” 
mounting at any point along E 


the line and reduces instal- 
lation costs. 


complete line of slid- 


i sus- 
Ina ron. fitting с simplifies insertion and 


push one end of lamp 
resulting spring pressure push o! 
socket. Spring pressure locks 
position. Lamp cannot fall out. 


Modern Way 0 


m Features Exclusive 
s Line lighting 


imply 
removal of lamps. Simp! 

into the holder and let the 
ther end into facing 
lamp securely into 


00002022990 
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extra strength insures accu- 
rate and rigid alignment of 


lines new longitudinal shield in- 
long continuous lines. 


creases overall shielding from 
139 to 279. Ап optional 
attachment. 


New 28-page "LITE-LINE 40" Catalog and Lighting Manual Shows 
How to Obtain MORE Productive Lighting at LOWER Overall Cost! 


"Lite-Line 40" gives further impetus to the use of 
continuous lines of light for economical, efficient, 


high level fluorescent illumination of work places. 


For the advancements embodied in the "Lite-Line 
40" System are designed to make possible even 
greater savings in installation ... even easier 
and more economical maintenance ... even 
greater suspension strength and alignment 


Феееееееееееееееееесееее 
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rigidity . . . further minimization of direct lamp 
glare...and much...much easier lamp insertion 
and removal. Further,“Lite-Lines” are now available 
in two reflector widths—Type A (11'4" wide) and 
Type E (13%”" wide). 


Complete specifications and design data for 
"Lite-Line 40" System are provided in the new 
28-page bulletin just off the press. Contains 
detailed dimensional data, descriptions and 
illustrations of suspension fittings and charts to 
simplify planning installations and preparing 
specifications. FOR YOUR COMPLIMENTARY COPY, 
write for BULLETIN LS., BENJAMIN ELECTRIC MFG. co., 


DEPT. О-1, DES PLAINES, ILLINOIS. R2413RS 


CONSTRUCTION COST INDEXES 


NEW YORK 


Labor and Materials 


United States average 1926—1929 — 100 


Compiled by Clyde Shute, manager, Statistical and Research Division, F. W. Dodge Corporation, from 
data collected by E. H. Boeckh & Associates, Inc. 


ATLANTA 


Apts., | Commercial Apts., | Commercial 
Hotels, and Hotels, and 
Office Factory Office Factory 
Residential | Bldgs. Buildings Residential | Bldgs. Buildings 
Brick | Brick Brick Brick | Brick Brick 
and and and and and and 
Period Brick Frame | Concr.| Concr. Steel | Brick Frame | Concer.) Concr. Steel 
1920 136.1 136.9 123.3 123.6 122.6 122,8... 122.9 108.6 109.8 105.7 
1925 121.5, 122.8 |51121.4. |- 113.3 . 211003 86.4 85.0 88.6 92.5 83.4 
1930 127.0 126.7 124.1 128.0 '123.6 82.1 80.9 84.5 86.1 83.6 
1935 93.8 91.3 | 104.7 | 108.5 105.5 72.8 67.9 84.0 87.1 85.1 
1939 123.5 122.4 130.7 133.4 130.1 86.3 83.1 95.1 97.4 94.7 
1940 126.3 12571 132.2 135.1 131.4 91.0 89.0 96.9 98.5 97,5 
1941 134.5 135.1 | 135.1 | 137.2 134.5 97.5 96.1 99.9 | 101.4 100.8 
1942 139.1 140.7 137.9 139.9. 137.1 102.8 102.5 104.4 104.9 105.1 
1943 142.5 144.5 | 140.2 | 141.7 139.0 | 109.2 109.8 | 108.5 | 108.1 108.7 
1944 153.1 154.3 149.6 152.6 149.6 123.2 124.5 117.3 117.2 118.2 
1945 160.5 161.7 | 156.3 | 158.0 155.4 132:1 7133.9 |1232 | 1228 123.3 
1946 181.8 182.4 | 177.2 | 179.0 174.8 | 148.1 149.2 | 136.8 | 136.4 135.1 
Mar. 1947 | 211.2 217.2 | 196.2 | 194.4 192.9 178.7 182.9 | 153.4 | 152.0 153.1 
Apr. 1947 | 217.6 220.8 | 204.7 | 205.9 202.4 179.2 183.3 | 154.4 | 153.5 153.5 
May 1947 | 219.1 221.6 | 205.6 | 206.8 203.4 180.2 183.9 | 155.1 | 154.1 154.2 
June 1947 | 219.3 221.8 | 205.9 | 207.0 203.6 | 180.4 184.1 | 155.4 | 154.3 154.4 
% increase over 1939 9 increose over 1939 
June 1947| 77.5 81.2 |57.5 | 55.1 56.4 |109.0 121.5 | 63.4 | 58.4 63.0 
ڪڪ‎ —À 
ST. LOUIS SAN FRANCISCO 
1920 118.3 121% HAT TOZ ABS. 108.8 107.5 | 115.2 | 115.1 122.1 
1925 118.6 118.4 | 116.3 | 118.1 114.4 91.0 86.5 99.5 | 102.1 98.0 
1930 108,9 108.3 | 112.4 | 115.3 111.3 90.8 86.8 | 100.4 | 104.9 100.4 
1935 95.1 90.1 | 104.1 | 108.3 105.4 89.5 84.5 96.4 | 103.7 99.7 
1939 110.2 107.0 | 118.7 | 119.8 119.0 | 105.6 99.3 | 117.4 | 121.9 116.5 
1940 112.6  110.1- | 119.3 | 120:3 . 119.4 | 104.4 101.2. | 116.9 || 120.1 115.5 
1941 118.8 = 118.0 |.121.2. ||| 191-7 122.2 .|. 116.3. 112.9 | 120.5 | 123.4 124.3 
1942 124.5 -” 123.3 126.9 128.6 126.9 123.6 120.1 127.5 129.3 130.8 
1943 128.2 126.4 | 131.2 | 133.3) 730.3 | 131.3 127.7 | 133.2 | 136.6. 136.3 
1944 138.4 138.4 | 135.7 | 136.7 136.6 | 139.4 137.1 | 139.4 | 142.0 142.4 
1945 152.8 152.3 | 146.2 | 148.5 145.6 | 146.2 144.3 | 144.5 | 146.8 147.9 
1946 167.1 167.4 | 159.1 | 161.1 158.1 159.7 157.5 | 157.9 | 159.3 160.0 
Mar. 1947 | 196.9 198.9 | 175.8 | 176.4 175.3 185.6 184.9 | 174.2 | 175.7 178.4 
Apr.1947 | 199.1 200.3 | 178.0 | 179.0 176.9 188.6 187.0 | 177.8 | 180.4 180.7 
May 1947 | 199.3 200.5 | 178.3 | 179.2 177.1 188.8 187.2 | 178.1 | 180.6 180.9 
June 1947 | 202.2 202.2 | 182.8 | 185.4 182.1 189.0 187.4 | 178.4 | 180.8 181.1 
9 increase over 1939 % increase over 1939 
June 1947| 83.3 89.0 | 54.0 | 54.7 53.0 | 79.0 88.7 | 51.9 | 48.3 55.4 


The index numbers shown аге for 
combined material and labor costs. 
The indexes for each separate type 
of construction relate to the United 
States average for 1926-29 for that 
particular type — considered 100. 

Cost comparisons, as percentage 
differences for any particular type of 
construction, are possible between lo- 
calities, or periods of time within the 
same city, by dividing the difference 
between the two index numbers by one 
of them; i.e.: 


index for city А - 110 
index for city B — 95 


(both indexes must be 
type of construction). 
Then: costs in А are approximately 
16 per cent higher than in B. 
110-95 
95 
Conversely: costs in B are approxi- 
mately 14 per cent lower than in A. 
110-95 
110 


for the same 


= 0.158 


— 0.136 


Cost comparisons cannot be made be- 
tween different types of construction 
because the index numbers for each type 
relate to a different U. S. average for 
1926-29. 

Material prices and wage rates used 
in the current indexes make no allow- 
ance for payments in excess of published 
legal prices, thus, indexes reflect mini- 
mum costs and not necessarily actual 
costs. 

These index numbers will appear 
whenever changes are significant. 


ON NEW YORK’S SKYLINE FOR 26 YEARS 


Anaconda 20-oz. Sheet Copper orig- 
inally installed in 1920, is being re- 
moved from the famous footbridge 
of the Metropolitan Life Insurance 
Company і be re-installed on a 
new bridge. 


Arthur O. Angilly, New York ar- 
chitect, who supervised relocation 
of the bridge, reports the copper as 
sound and enhanced in appearance 
by its rich green patina. Nicholson 
and Galloway, founded in 1849, not 
only installed the sheet metal work 
on the original bridge, but also did 
the work of removal and re-instal- 
lation 26 years later. 


Below is the relocated bridge—with 
the famous Metropolitan Life Insur- 
ance Company tower in the back- 
ground. 


Anaconda Copper Sheathing 
re-used on new aerial footbridge 


ғұз! 6,000 Ibs. of Anaconda 20-oz. Cold-rolled 
Sheet Copper, covering the footbridge con- 
necting the main building and annex of the Metro- 
politan Life Insurance Company, had been exposed 
to the moist, corrosive atmosphere of Manhattan 
Island for more than a quarter century. 

The copper had acquired a natural, soft green 
patina— protecting it from corrosion. Since its in- 
stallation in 1920 the amount spent for the upkeep 
of the bridge's copper exterior had been practically 
nil, according to a maintenance engineer for the 
buildings. 

Ia 1946, the annex was razed to make way for 
new construction. At that time, the span was re- 
located to connect the head offices with another 
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Metropolitan structure. Inspection showed the 
copper to be in such excellent condition that it was 
carefully removed and used to cover the new, re- 
located bridge—proving, once more, the durability 
and economy of well-designed copper work. «зл 


SHEET COPPER 


THE AMERICAN BRASS COMPANY 
General Offices: Waterbury 88, Connecticut 
Subsidiary of Anaconda Copper Mining Company 


In Canada: ANACONDA AMERICAN Brass LTD. 
New Toronto, Ont. 
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REQUIRED READING 


Meeting house (1775), Jaffrey, М. H. 
From "Churches of Old New England" 


HISTORIC CHURCHES 


Churches of Old New England: Their Archi- 
tecture and Their Architects, Their Pastors 
and Their People. By George Francis Mar- 
lowe. Photographs by Samuel Chamberlain. 
New York (60 Fifth Ave.), The Macmillan 
Co., 1947. 6 by 9 in. xiv+222 pp. illus. 
83.75. 

Architect George Francis Marlowe is 
interested in New England's famous old 
churches not just as buildings but as 
expressions of the people who built them 
and for whom they were planned. А good 
part of this volume, therefore, is given 
over to accounts of our Puritan fore- 
fathers, who emerge from its pages de- 
lightfully less dour than they usually are 
made to appear. 

Тһе churches themselves for the most 
part are New England meeting houses 
built during the 17th, 18th and early 
19th centuries. Oldest of them is the 
"Old Ship" at Hingham. Mass., which 
Mr. Marlowe says is the oldest church 
building in New England, the oldest 
wooden one and the oldest in continual 
use in the United States. Dating back to 
1681, it is the only remaining example of 
the simple square meeting house with 
pitched roof, small porch and squat bel- 
fry; it was carefully restored in 1930 
under the supervision of architects Smith 
and Walker of Boston, and today stands 
much as originally built. 

Shortly before the Revolution the 
simple meeting house plan began to give 
way to the more formal church plan, the 
first such building in Boston of real 
merit being Christ Church — the “Old 
North" — famous primarily fór its con- 
nection with Paul Revere's ride ("one if 
by land, two if by sea"). This is the old- 
est church still standing in Boston, built 


in 1723, apparently from a design by 
William Price, cabinet-maker and zeal- 
ous churchman. The original spire was 
blown down in a gale in 1804 and re- 
placed by one designed by Charles Bul- 
finch much like the original. 

"A great part of the architectural 
merit of the churches and other buildings 
of this period," says Mr. Marlowe, “lies 
in their nearly perfect adaptability to 
the materials and methods of construc- 
tion available to their builders, as much 
as in any conscious effort in their design. 
Their architecture is essentially an archi- 
tecture of wood, or wood and brick. . . . 
The frames, mostly of oak, of many of 
the early wooden buildings were put 
together on the ground, and raised com- 
pletely assembled." Even some of the 
wooden steeples were put together on 
the ground; how they were raised into 
position with the primitive equipment 
available, is a matter for speculation. 

Architects and builders, pastors and 
parishioners wander through these pages 
with a fine informality. Mr. Marlowe 
quotes frequently from old church rec- 
ords and from diaries of Pepysian chron- 
iclers such as Samuel Sewall. Squabbles 
over seating, repeated smashing of win- 
dows by prankish schoolboys, furors 
over pastors who wore wigs, earth- 
quakes. wars — these are some of the 
incidents that go to make this latest 
volume by Mr. Marlowe his best to date. 

Samuel Chamberlain worked in close 
collaboration with Mr. Marlowe in the 
preparation of the book, contributing 54 
photos of churches discussed in the text, 


HOSPITAL STANDARDS 


Appendix А: General Standards of Con- 
struction and Equipment under Public Law 
725, 79th Congress (Hospital Survey and 
Construction Act). Available gratis from 
State Health Depts., State Hospital Agen- 


.cies, or U. S. Public Health Service. 


Reviewed by WILLIAM А. RILEY. A.I.A., 
Member, Federal Technical Committee 
on Architectural Standards 


Appendix A to the Hospital Survey 
and Construction Act is now ready in 
final form and has been submitted to 
The Federal Hospital Council for ap- 
proval. 

These regulations are not regulations 
for regulations’ sake or intended purely 
as restrictions. They have а decided 
mission. 

For the first time in our history a 
coordinated, comprehensive, country- 
wide hospital and public health con- 
struction program has been started. 
Better hospitals, avoiding construction 
errors of the past. will be built under it. 
Тһе applicable standards assure this. 

In evaluating Appendix A this broad 


purpose should be kept constantly in 
mind. Further, it should be remembered 
that in application the regulations are 
country-wide and have to serve to safe- 
guard public funds. 

Тһе standards are minimum require- 
ments for construction and equipment 
applicable to projects for which federal 
assistance is requested under the act. In 
the introduction to the regulations it is 
stated: "Since these are minimum, re- 
quirements it is desirable only that they 
form a basis for development of higher 
standards. In the interest of promoting 
the development of higher standards it 
is the intention of the Public Health 
Service to make suggestions and dissem- 
inate the latest information as to current 
good practice in planning and design of 
health facilities. This information will 
be distributed from time to time to state 
agencies and other interested persons." 

Ап important point is, therefore, that 
although the Law is not subject to 
change the construction regulations are 
not fixed but may be changed as war- 
ranted when any newly established pro- 
cedure dictates such necessity. Thus 
there will be extreme flexibility with no 
tendency to impede progress by jelling 
thinking along certain fixed lines of 
hospital construction. 

Тһе construction standards as now 
set up are representative of the extensive 
experience and knowledge in this field of 
the U. S. Public Health Service and its 
consulting technical committee. Ав mini- 
mum ones they are not to conflict with 
any higher state or other legal standards. 

Remembering the application, the 
essential purpose, broad scope and flexi- 
bility of the regulations, and that the 
best available knowledge has been put 
into their preparation (and will continue 
to be applied to their adjustment), it 
cannot be doubted that the desired ac- 
complishment will be attained. 

In summarizing the ^General Stand- 
ards of Construction and. Equipment" 
which are "Appendix A" to the Hospital 
Act, it may be well to point out their 
intrinsic value to architects throughout 
the country whose knowledge of hospital 
planning is limited. If the regulations 
are strictly adhered to there will be 
every assurance of better designed hos- 
pitals. 

From the viewpoint of a hospital 
architect with over 20 years of continu- 
ous practice in the designing of medical 
buildings I can state that the minimum 
standards as a whole are of value to the 
architectural profession in establishing 
good hospital standards. The Hospital 
Facilities Division of the U. S. Public 
Health Service has conscientiously as- 
sisted in the preparation of these general 
standards with the sole purpose of creat- 
ing good hospital design and construc- 
tion and the beginning of a coordinated 
hospital system for the entire country. 

(Continued on page 30) 


Lighting Panels that make your eyes light up 


BullDog lighting panelboards combine effi- 
ciency with visual appeal to make your eyes 
light up in appreciation of smart styling and 
progressive engineering. 


BULLDOG SUPERBA PANELBOARDS 


BullDog's SUPERBA Panelboards meet the combined 
need for beauty and utility in offices, stores and com- 
mercial buildings. 

Standard SUPERBA features interlocked fuse doors 
to provide an added safety factor, since fuses are always 
"dead" when accessible. 

Modified SUPERBA incorporates all advantages of 
the Standard Model, except that it is intended for 
installations where electricians will replace fuses апа, 
for that reason, does not require interlocked fuse doors. 

Both offer the exclusive OMNI-bus feature, permit- 
ting balancing of loads without removing the cabinet 
door or trim, or disturbing wiring connections. Heavy- 
duty toggle switches, with quick-make and quick-break 
action, minimize arcing and burning to insure longer 
life and lower maintenance costs. Cartridge fuse ejectors 
are integral in the design. 
Cutaway view of Standard 
SUPERBA  phenolic unit 
featuring OMNI-Bus bars, 
rugged toggle switches, 
cartridge fuse ejectors—all 
adding to the appearance 
and utility of this lighting 
panel line. 


BULLDOG ROCKER TYPE PANELBOARDS 


With BullDog ROCKER-TYPE Panelboards, rugged- 
ness comes first. 

'These panelboards are designed particularly for fac- 
tory use, where appearance is secondary but where cir- 
cuits are apt to remain under load "around the clock." 


Branch circuit units are sturdily designed of por- 
celain—the best insulating material known to the 
electrical industry. Porcelain is arc-resisting, non- 
carbonizing and non-tracking. 

Switches are designed to reduce handle breakage. 
Quick-make and quick-break action, and friction-free 
knife edge bearings cut maintenance costs. 

For full information on BullDog SUPERBA or 
ROCKER-TYPE lighting panelboards, call your 
BullDog Field Engineer. Or, write BullDog direct 
for folders. 

Cutaway view of ROCKER- 
TYPE porcelain unit de- 
signed for rugged durability, 
maximum dielectric strength 
and heat resistance plus 
simplified switch mechanism 


with unbreakable rocker 
handles. 


BullDog manufactures Vacu-Break Safety 
Switches—SafToFuse Panelboards— Superba 
and Rocker Type Lighting Panels—Switch- 
boards—Circuit Master Breakers —’’Lo-X” 
Feeder BUStribution DUCT—"'Plug-in" Type 
BUStribution DUCT—Universal Trol-E-Duct for 
flexible lighting—Industrial Trol-E-Duct for 
portable tools, cranes, hoists. 


ELECTRIC PRODUCTS COMPANY o 
Detroit 32, Mich. Field Offices In All Principal Cities. Іп Canada: BullDog Electric Products of Canada, Ltd., Toronto. 
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Specifications 
SIZE-32 x 32 x 80 
36 x 36 x 80 


WALLS—Bonderized, 
galvanized steel. 
Finished inside and 
out with white baked- 


on synthetic enamel. “7 


RECEPTOR—Semi-flat 
type Pre-cost terrazzo 
or Artex, non-slip, 
leakproof, non- 


absorbent. Brass drain | 

for 2" waste 

connection cast 

integral with receptor | 
VALVES—Individuol 

compression valves 

with arm 

ond shower head. 


"eo with ору Door A shower bath, representative of 
the best quality in cabinet construction available to the plumbing | 

trade today. Recommended for installation in the better 

class of homes, institutions, hotels, and clubs. The 

Fiat Cadet Shower and Zephyr Door are products of fine 

workmanship and design. in harmony with 


modern bathroom architecture. 
| р зе i In Canada — Fiat showers are made in Canada 


by The Porcelain and Metal Products, Ltd., 
Orillia, Ontario 


%/ Melal Manufacturing Company 


Chicago 13, Illinois 


E * 


Ё 5 Long Island City 1, М. Y. Los Angeles 33, California 


REQUIRED READING 


(Continued from page 28) 


If there is à whole-hearted cooperation 
among federal, state and local officials, 
national regional, state and local hos- 
pital associations and individual hos- 
pital executives, this country will benefit 
materially in the most comprehensive 
hospital and publie health construction 
program ever undertaken. 


WARTIME BUILDING 


American Miracle: The Story of War Con- 
struction around the World. By Van Rensse- 
laer Sill. New York 16 (386 Fourth Ave.), 
The Odyssey Press, Inc., 1947. 6 by 9 in. 
xvi 4-302 pp. illus. $4.00. 

Anyone who ever has been even re- 
motely connected with the construction 
industry will thrill to the story told so 
factually by Mr. Sill — a story familiar 
to most of us in general outline, but new 
and exciting in detail. 

This is the story of the $49 billion 
construction miracle which men and 
women, civilians, Navy Seabees and 
Army Engineers contrived from the 
dark days of 1940-41 through the second 
quarter of 1945. It is the tale of the bull- 
dozer, the scraper and paver, of the 
Alaska highway, of the gigantic war 
plant, the Pacific air bases, the can- 
tonments, the shipyards, of bombed 
ports restored to use in incredibly 
fast time, of repaired railroads and re- 
built bridges. All of it done under the 
stress of an urgency never before known: 
"Every job. every war plant, canton- 
ment, shipyard, had to be finished in 
almost miraculous time — sometimes 
ten and twenty times faster than normal 
peacetime construction." War plants 
went up so fast that "in five years we 
doubled the productive capacity of the 
country." On the last lap of the long 
road to Berlin, American construction 
men threw up a heavy-duty railroad 
bridge across the Rhine in ten and a 
quarter days. 

Personalities are kept rigidly out of 
the story because this is not a book about 
the few who made the headlines but 
one concerned with the "little people" 
who by and large did not. There are sur- 
prisingly few exclamation points; facts 
are allowed to speak for themselves. 
backed up by a section of war construc- 
tion reports from various government 
agencies and another of statistics. When 
romance creeps in it is not of Mr. Sill’s 
doing: the Army engineer calmly pipe- 
laying 500 yards out in front of his own 
front “Tine; the Seabee driving his dozer 
over a Jap pillbox at the height of land- 
ing operations to put out of commission 
a twin-mount 37 mm. gun and 12 well- 
armed Japs, wrote their own romance 
into Mr. Sill’s quiet chronicling. 

(Continued on page 126) 


DECORATIVE 
МІСАВТА. 


WON'T SCRATCH OR MAR under ordinary serv- 
ice conditions. Finished surface is hard and 
durable. 


STRONG, DENSE MATERIAL . . . guaranteed not 
to warp, chip or crack under ordinary service 
conditions. 


GENUINE WOOD VENEERS AVAILABLE. Truwood 
Micarta combines the beauty of such woods as 
primavera, mahogany and walnut with all the 
practical features of Decorative Micarta. 


QUICKLY, EASILY CLEANED because of its per- 
manently smooth surface. 


AVAILABLE IN "CIGARETTE-PROOF" GRADE at 
slight extra cost. Even when cigarettes burn 
out on it, “cigarette-proof” Decorative Micarta 
remains unmarred. 


Just about adds ир to perfection, doesn't it? Get al} these 
advantages when you buy a surfacing material. Specify 
Decorative Micarta . . . and be sure. 

Use it for table-tops, counters, bar-tops, built-in booths, 
walls . . . anywhere at all when you want beauty, 


Weldwood** Hardwood Plywood 
Douglas Fir Weldwood 

Mengel Flush Doors 

Douglas Fir Doors 


Flexmetl 

Weldwood Glue** and other Adhesives 
Weldrex** (patented striated plywood) 
Decorative Micarta* 

Flexwood** 

Flexglass** 


Overhead Garage Doors 
Molded Plywood l 
Armorply** (metal-faced plywood Firzite 
Tekwood** (paper-faced plywood) 
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BY 10 IMPORTANT POINTS 


What puts Decorative Micarta* out in front? 
Its the only surfacing material that gives 


you all 10 of these important advantages. 


WILL NOT SPOT OR STAIN from spilled food, 
grease, alcohol, etc. Highly resistant to heat, 
moisture, mild acids and alkalies. 


COLOR-FAST, PERMANENT FINISH. Unusually 
clear, lustrous colors and patterns won't fade 
or darken. 


EXCLUSIVE "BEAUTY MASK" of tough Kraft 
paper protects the surface during shipping, 
machining and installation. Strips off easily 
when ready for use. 


OPTIONAL FINISHES. Brilliant high-gloss or lus- 
trous Satin. 


LARGE 4 FT. BY 8 FT. SHEETS of Decorative 
Micarta are available for covering large sur- 
faces quickly, and with a minimum of joints. 
Smaller sizes also available for table tops and 
similar applications. 


convenience and durability combined in one practical 
material. 


Get complete information on Decorative Micarta. A 


variety of desirable colors and patterns is available now. 
Write: 


UNITED STATES PLYWOOD CORPORATION 
55 West 44th Street, New York 18, N.Y. 


* Manufactured by Westinghouse Electric Corporation. Reg. U. S. Pat. Off. 
* *Reg. U. S. Pat. Off. United States Plywood Corporation 
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This unretouched photograph shows four 
Enterprise Oil Burners as the emergency 
installation was completed and boilers were 
first fired. Starting from scratch, with no oil 
tanks, no material at the location, front 
plates, refractory materials, etc., the entire 
installation was ordered and completed in 
less than four days! 


When the Eddington Canning Company in Springfield, The speed with which this job was executed, 


Utah, was given 24 hour notice of the discontinuance of their and the high degree of cooperation rendered, 
coke oven gas supply, they had $40,000 worth of peas in are points of service which have led to real cus- 
various stages of processing. Faced with the possibility of a tomer satisfaction in Enterprise Oil Burner in- 
total crop loss, Eddington officials lost no time in contacting stallations throughout the world. Specialized 
the Enterprise distributor in Salt Lake City—the Power En- engineering technique applied to any combus- 
gineering Company. Steam requirements called for four of tion problem is also counted among the many 
the J-2 size oil burners, each with capacity of 70 gallons per advantages offered by the Enterprise Combustion 
hour, which were rush-ordered on a Friday from Enterprise’s Division. Write, wire or call when we may be of 
San Francisco plant. They arrived via air cargo liner Sunday assistance to you in the solution of your particular 
morning, were rushed directly to the job, installed in the problems. 


boilers, and producing steam by Tuesday noon. Not a dollar 


of crop was lost. 

Aside from meeting the immediate emergency requirements, E RISE 
these heavy duty oil burners will allow the Eddington plant Я 

to handle greater volumes than ever before, with no problem ЛЕТ 


of steam shortages. The boilers, suitable for operation at 400 
P 4 : ў COMBUSTION EQUIPMENT DIVISION OF 
H.P., can now utilize their full horsepower capacity—with ENTERPRISE ENGINE А FOUNDRY СО., 


burner power to spare. 18TH AND FLORIDA STREETS 
SAN FRANCISCO 10, CALIFORNIA 


Distributors in Principal Cities 


OIL BURNERS ° DIESEL ENGINES . PROCESS MACHINERY 


INSTALLATION ТІМ 
REDUCED 50% to 80 


With Douglas Fir 


PRE-FIT 


Stock Doors 


Save Time—Save Labor—and 
Get a Better Job . . . with 
These Improved Fir Doors! 


О BUILDER reports as many as seven installa- 
tions in the time previously required for a 
single door! Savings of from 50% to 80% are 
common. 


That's because Douglas fir stock doors are pre-fit to 
exact size at the factory. They reach the job trimmed and 
squared, ready to hang. No sawing or planing is re- 
quired. Precious time is saved — and there's far less 
danger of on-the-job marring, “butchering” and poor 
alignment due to unskilled help or improper tools. 
Corners are clean, trim, true — scuff-stripped for protec- 
tion. The result: a better, as well as a faster, job! 


and PRE-SEALED, too, 


for Proiection and Better Finish 


Douglas fir stock doors—featured in 
definite, plainly marked grades and a 
wide range of designs, including mod- 
ern 3-panel layouts adaptable to all 
types of building—are also pre-sealed 
at the factory. They reach you 
fully prepared for a better finish. 
They're protected against moisture 
and checking, with resulting improve- 
ment in dimensional stability. 


MORE FIR DOORS SOON! 


It is a fact that Douglas fir doors may con- 
tinue in short supply for a number of 
months. Two factors make this true: the 
present overwhelming demand—and the 
shortage of essential raw materials. But pro- 
duction IS stepping up. Warehouse and 
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For Even Greater Production 
Economies, Specify Fir Doors 


"FACTRI - FIT" 


Durable, attractive Douglas 
fir doors may also be or- 
dered completely precision- 
machined—not only pre-fit 
and pre-sealed, but gained 
for hinges and mortised or 

bored for locks as well. 

Here again, cleaner, trim- 

mer jobs are assured, be- 
cause all work is done at 
the factory by high-speed 
precision tools. Time sav- 
ings more than offset the 
slight additional cost. 


No on-the-job 


mortising or boring 
required! 


For Better, Faster Installations, Specify: 
E 
Douglas Fir 


The National 


FIR DOOR INSTITUTE 


dealer stock should soon reflect this in- Association 

creased production. We suggest that you of Fir Door ; 
кеч touch with vour regular source of Manufatsurcra Tacoma 2, Washington 
supply. 
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\ “Modern manufacturing plants owe much of their attractive 


Қ appearance to intelligent handling of metal windows. As elements 


REM of industrial design, their possibilities are unlimited." 
ilip Will, Jr. 


of 
Perkins & Will 
Architects 
Chicago, ІН. 


For your copy of the Mesker Book of Industrial Windows, 
write to Mesker Brothers, 4338 Geraldine Ave., St. Louis 15, Mo. 


PORCELAIN 
ENAMEL 


(йа (Салаат 


іп your use 


> of 
COLOR and SHAPES 


For interior or exterior use, Porcelain Enamel accu- 
rately interprets your ideas of color and form. Whether 
you use it for a door-frame or store front; for a kitchen 
wall or a railroad station—Porcelain Enamel provides 
qualities and advantages no other material can match. 
Having the strength of steel, the hardness of glass, 
the colors of the rainbow and the durability of stone, 
Porcelain Enamel is economical, practical and attrac- 
tive. 


Send for the new Porcelain Enamel Institute Archi- 
tectural Brochure. It contains information on archi- 
tectural uses and possibilities of this material. 


For modernizing store fronts, Porce- 
lain Enamel is ideal. Colorful, fresh, 
appealing, economical, it attracts pa- 
ітопв and increases profits. 


PORCELAIN ENAMEL INSTITUTE, INC. 
1010 VERMONT AVENUE, N. W. * WASHINGTON 5, D.C. 
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HE SATURDAY EVENING 
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Ф ANOTHER a 
signed to rekindl 

the hearts of ever 
own home. 
folks will request 


the answer will be 


Terry You’ll build or 


remodel better with 


Gold Bond 


You can start bullding sooner If you start planning now. $ 


e the desire that 
y American famil 


Judging from previous a 
plans of this hous 


"Consul your loc 


National Gypsum Company, 


your local Gold Bond Dealer! 


d in the Gold Bond Campaign. De- 


should be first in 
ily...to own their 
ds, hundreds of 
e and as usual 
al architect! 
Buffalo 2, New York. 


We call it "Outside Inn" 


What! Build an open ranch house in cold Vermont? 
It sounded crazy until our architect suggested this 
clever idea. Now we just slide a panel and presto! 
We have a living room open to the summer breezes. 
Yet in winter we have a house as snug and easy to 
heat as any home in all New England . . 


There are a lot of good ideas for you bse if you're 
planning to build or remodel. But some of the best 
ones aren't visible іп this picture. For example, 
under the outside finish are wide panels of һге- 
proof Gold Bond Gypsum Sheathing. They give 
the house greater structural strength and weather- 
protection because there are fewer joints, And thanks 
to modern building research, this better Gold Bond 


sheathing costs even less than old-style inflammable 
sheathing! 

Inside the sheathing, in between the wall studs, 
is another big idea for you. 105 fireproof Gold 
Bond Rock Wool insulation that keeps the house 
warmer in winter and cooler in summer. Cuts 
heating bills by as much as 40%. Can be "blown" 
right into the 1з and top ceiling of the house 
you're living in now. 


Whether you're building a ranch house or a 
Cape Cod cottage, the inside walls will be stronger 
and better-looking if they're. built of Gold Bond 
Gypsum Lath and Plaster, and painted with Gold 
Bond Sunflex. This wonderful new one-hour wall 


paint comes in eleven fresh new colors that help 
to make any home bright and gay all year Есілді; 

Your Gold Bond lumber and building material 
dealer сап now offer you over 150 Gold Bond 
building products all designed and engineered to 
help you build or remodel better. Each product is 
the best you can buy... and it will cost you no 
more than other materials. The surest way to have 
these finer, long-lasting materials used in your new 
home is to ask your architect to specify < Gold Bond 
by name. Your local Gold Bond с ler will be gl glad 
to discuss your plans with you. See him first! 


NATIONAL.GYPSUM COMPANY 
BUFFALO 2, NEW YORK 


Over 150 tested Gold Bond Building Products for new construction or remodeling add greater permanency, beauty and fire protection. These include wallboard, 
lath, plaster, lime, sheathing, wall paint, insulation, metal and sound control products, 


DEMAND 


THESE SIX 
GOLD BOND 


FEATURES 


IN YOUR 


NEW HOUSE 


GOLD BOND FIREPROOF 
GYPSUM SHEATHING 


Big, weatherproofed 
panels of Gold Bond 

torm Sealed Gypsum 
Sheathing add structural 
strength and built-in 
fire protection. Costsless 
than old-style sheathing. 


GOLD BOND FIREPROOF GOLD BOND FIREPROOF GOLD BOND FIREPROOF 
GYPSUM LATH » GYPSUM PLASTER FINISH LIME 


Gold Bond Gypsum Lath 
is the perfect plaster 
base. Can't warp, expand 
or contract. Adds fire 
protection and structural 
strength for better wall 
and ceiling construction. 


Gold BondGypsum Plas- 
ter Ms especially process- 
ed to bond perfectly 
with grum lath. Builds 


fresafe? rock like walls 
and ceilings with greater 
durabilicy aud Бекш. 


Over the plaster, goes a 
coat of Gold Bond Fin- 
ish Lime, This is the 
smooth white &nish that 

ou see ja а new house 
Before the wallpaper or 
paint is applied. 


GOLD BOND FIREPROOF 
ROCK WOOL INSULATION 
م‎ 


Builds a fireproof Мап- 
ker of insulation around 
the house for greater year 
‘round comfort, family 
health, and fuel savings 
up to 40%, Available for 
new or old homes. 


GOLD BOND SUNFLEX 
1-HOUR WALL PAINTS 


Dries in one hour with 
no objectional painty, 
after-odor. Easier to ap- 
ply. This modern deco- 
ration is now available 
at your dealer's in a full 
range of colorful tones. 


Designers put this project ~ 
on an 

Economical Permanent Footing 
with 


PRESSURE -CREOSOTED 
PILES 


A common problem—providing a firm, endur- 
ing foundation in unstable soils—faced the 
designers of this large industrial building. To 
solve it, they chose a pile material whose 
permanence and economy have been conclu- 
sively demonstrated in thousands of applications 
—pressure-creosoted wood. 

Koppers Pressure-creosoted piles were driven 
in the wall trench, and under the floor area. 
These multiple supports eliminate settling haz- 
ards. The treatment gives enduring protection 
against decay, permitting cut-offs above the 
water table to be safely made. It also fortifies 
the piles against insect attack. 

The permanence of pressure-creosoted piles 
is demonstrated by the old buildings founded on 
them . . . and present-day economy and effec- 
tiveness are indicated by the many modern 
buildings that use this proven method of over- 
coming soil handicaps. Koppers Pressure-creo- 
soted piles permit economical development of 
areas where water tables are below pile cut-offs. 
They provide adequate bearing value 
in constructing foundations for heavy 
bridges or machinery. And they are Floor partially poured. Lower reinforc- 
an accepted means of equalizing sup- inate соната! 
port when part of the building is over 
filled or soft ground. 


Piles in trench will be 
capped by wall; others by 
floor slab. 


Reinforcing rods for floor 
slab. Piles can be seen 


below. 


Koppers is equipped to treat piles 
up to 125 feet in length, and the de- KOPPERS PRESSURE-TREATED WOOD 
livery situation is excellent. If you KOPPERS COMPANY INC 
have a foundation problem, get in : ў 
touch with Koppers. PITTSBURGH 19, PENNSYLVANIA 
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HAS YOUR BUILDING THIS WATERFOIL RAINCOAT? 


A sudden heavy downpour can cause extensive damage 
to a building and its contents. To protect a factory, 
office or institutional building is now a simple process 
with Waterfoil. Unlike any other masonry coating, 
Waterfoil consists of inorganic gels which bond both 


chemically and physically to masonry surfaces. 


Waterfoil helps impede water penetration into con- 


WATERFOIL 


THE UNIQUE TREATMENT FOR EXTERIOR MASONRY SURFACES 
5 


crete, brick and stucco, yet lets the masonry breathe 


as it must, preventing reinforcing bar rust, spalling, 


and disintegration. Don't wait for the gale or cloud- 


burst. Write for the important Waterfoil literature 


now before the damage is done. 


Established 1897 


50th Year 


Free! Your copy of the 50th Anniversary 
Edition of our 96 page Construction Data 


Handbook will also be sent upon request— 
helps solve many construction and mainte- 


nance problems. Many valuable facts. 


SUBSIDIARY OF 


CHEMICAL 
CORPORATION 


А. C. HORN COMPANY, Inc. 


Manufacturers of Materials for Building Maintenance and Construction 


43-36 Tenth Street, Long Island City 1, N. Y. 


Houston 


San Francisco 


Chicago 


Toronto 


Hay flights... often make DOUBLE sense! 


Among today's bright moderns, there's an unwilling- Fr 
ness to give up good ideas just because they're different— 
an insight that finds ''double sense'' in many ideas which 
depart from the old, accepted ways. Here's a house that's 
better because it's different. This is a brilliant little home 
with a true basement rather than an in-the-ground cellar 

. . a house with hall, dining-room and kitchen at easily 
accessible ground level, yet with living and sleepirig 
quarters set up half-a-flight to provide more privacy, more 
light, better ventilation and better view! Here's a house 
designed for different living! 


NWorpotk... Westerse Ratlway 


CARRIER OF FUEL SATISFACTION 
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THIS MAKES SENSE, TOO! 


This home is designed for 
coal heat—one of the most 
sensible features of the entire 
plan! Here's why: 

1. The man who plans for 
coal heat builds for the future. 
Other fuels may be exhausted, 
but there’s enough coal to last 
thousands of years! 

2. Coal heat is even heat. 
House temperature does not 
rise and fall as automatic cut- 
on and cut-off operate. This 
means that coal heat is health- 
ful heat. 

3. Coal heat is economical. 
Every binful is a sound, dollar- 
for-dollar investment! 

“Fuel Satisfaction” is the 
choice of millions of smart 
home owners. "Fuel Satisfac- 
tion” is the superior, all-pur- 
pose bituminous coal mined 
along the Norfolk and Western. 


SBESTOS IN ACTION 


Fire-resistant construction 
PLUS architectural freedom . . . 


WITH KM Century ASBESTOS - CEMENT SIDING 


Judicious blending of "Century" 
Asbestos-Cement Siding with 
stone masonry gives charm and 
permanence to this home. 


With “Century” Asbestos-Cement Siding you can offer your clients all the ad- 
vantages of the popular shingle design. And you can throw in a great big PLUS: 


a siding that is completely fire-proof. 


Being made of asbestos-cement, "Century" Siding is not only fire-proof . . . it 
g à g 1 I 


is rot-proof, rust-proof, termite-proof. And it actually grows tougher with age. 


You can specify "Century" Asbestos-Cement Siding in gleaming shell white 
made from special white pigment ... or in graytone for a toned-down effect. 
Your client will never have to paint "Century" Siding for protective reasons. 


You'll find "Century" Siding’s large 24" size makes for easy, economical ap- 
plication. Any builder can apply it without special tools or skills. Write us for 
further details . . . we'll answer your inquiry promptly. 


Original manufacturers of asbestos-cement 
roofing shingles in this country. 


KEASBEY < MATTISON 


Reg.U. 5. Pat. Of: COMPANY - AMBLER “ PENNSYLVANIA 


LENT Шоона 


| The Beauty's 
mot all on 
| the Surface... 


Gy 


% ФО 
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When it carries the Name 


Yes, sir, that surface range outlet's a beauty from the outside, but just take a 
look at the inside. There's real beauty there, from every point of view — the kind 
of beauty that means a contractor doesn't have to hire a contortionist to install 
it — the kind of beauty that means years of client satisfaction. Those are the 
things you expect — and get — in wiring devices that carry the General Electric 
name. 

Of course, it's the smart exterior that makes clients want it. One glance at 
this good-looking outlet and the mention of General Electric, and they go for it. 
But, be sure to convince yourself, too. See for yourself that there's nothing half- 
way about it. Notice that you can lead in from bottom or rear. Look at its sound 
construction and the provision for fourth-wire ground. You'll agree that it's a 
beauty, too. Its number is GE3000. Its name is General Electric — the name that 
convinces your clients — the name that gives you confidence in your choice of 
wiring devices. 

Ask your distributor about the GE3000 and the rest of the work-saving line 
of General Electric wiring devices. 


WIRING DEVICES by 


GENERAL (B ELECTRIC 
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Wiring Briefs from 
your G-E Distributors 


Do you know the interesting features that 
help make General Electric wiring devices 
easy to use and safe to specify? Do you 
know the wide variety of items in this full 
line? For useful facts and interesting bits 
of information, keep posted on this column. 
It's designed to help you learn more about 
the General Electric line. | 


Remember the stories about the little man 
who turns off the light in the refrigerator? 
The one about General Electric Watch 
Dog* fluorescent starters is even better, 
because it's true. Here's part of the story: 
a Watch Dog starts a 
lamp just like any other 
high-quality starter. — 
But, once it's in opera- 
tion, it stands guard, 
watching for any indi- 
cation of lamp flicker. 
When a lamp begins to 
flicker, the Watch Dog 
starter turns it out — 


saves circuits and ballasts, outlasts other 
starters 5 to 1. For the rest of the story, 
ask any General Electric merchandise dis- 
tributor. 


Brutal is the word for 


most methods of hang- 
ing clocks and fans. 
But General Electric „= V 


clock and fan hangers 
end all that. They're ( 
flush hangers that sup- 2 


port fans and clocks 
with no extra work or 
damage to walls. Fan 2 
hanger outlet fastens 

readily to fixture stud in outlet box for 
sturdy support. Handy clip on plate of 
clock hanger outlet gives invisible sup- 
port to wall clocks. 


Surface wiring used to be the ugly step- 
child, but you'll be surprised at how neat 
and good-looking it's 
grown. Convince your- 
self with General Elec- 
trics new folder on 
surface wiring devices. 
For your free copy, 
write to Section 
D74-95, General Elec- 
tric Company, Bridge- 
port 2, Connecticut. 


* Trade-mark Reg. U. S. Pat. Off. 


Say "G.E." and he'll agree. 
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ENGINEERS DISCOVER NEW USES 


CLAY Channel Pipe F о R 


ies CLAY PIPE 


Tile Walls Tile Walls 


POURED 
SLAB 
4" TO 5" 
THICK 


CLAY CHANNEL PIPE TUNNEL 
PROTECTS UNDERGROUND LINES 


Cross-sectional diagram shows how engineers of the 
Birmingham Electric Company in Birmingham, 
Alabama use Clay Channel Pipe to protect and 
insulate underground steam lines. Chemical-resistant 
Clay Channel Pipe is grouted with mortar to struc- 
tural tile sidewalls set on a poured base. This forms 
a "tunnel" for the magnesium-jacketed steam lines. 
The Clay Pipe offers good protection against the 
dampness of the earth, and it can easily be removed 
to provide quick access for repair or inspection of 
the steam lines. Such excellent results have been 
obtained that Birmingham Electric plans another 
similar installation of 2800 feet of Clay Pipe. 


HE same durability and durable material for ducts that carry off strong 

И женді n that have industrial fumes. Clay Pipe is especially useful 
made Clay Pipe the traditional material for all for drainage of modern highways and airports 
types of sewerage installations is winning wide where heavy loads must be supported safely. For 
approval in solving new and different problems. information about your Clay Pipe problems, 
Engineers find Clay Pipe ideal insulation and write to the nearest regional office listed below. 
protection for underground steam lines. Also, NATIONAL CLAY PIPE MANUFACTURERS, INC. 
Clay Pipe is being used throughout the chemical 111 W. Washington St., Chicago 2, Ill. 
industry о carry fide that would soon destroy О S.No Ai Of 


most other pipes. Clay Pipe is an economical and 703 Ninth and Hill Bldg., Los Angeles 15, Calif. C-.47-4 


For LUXURIOUS DESIGN 
and GREATER COMFORT 


Vulcan Baseboard Radiation. . . the popular Radi-Vector 

. is designed to blend in smoothly with any type of room, large 
or small. Recessed along the baseboard it allows unlimited free- 
dom for smart, interior decorative schemes and arrangement of 
furniture. Vulcan always assures the delightful, draft-free comfort 
of uniform heat throughout. When installed beneath a large 


glassed-in area it permits full enjoyment of bay or low picture-type 
window. 


Light in weight and requiring few fit- 
tings and supports, it is easily installed... 
comes cut to any desired length. 


For more than twenty years the name 
Vulcan has meant dependable heating. 


There is only one Vulcan. 


Representatives in principal cities. 


THE VULCAN RADIATOR CO. 26 FRANCIS AVENUE, HARTFORD 6, CONN. 


RADIATOR MANUFACTURERS FOR OVER TWO DECADES| 
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Tbe Truscon 
Planning Board 
Says, "Normal 
delivery оп 
many of our 
Steel Building 
Products is now 
possible.In fact, 
on all material 
for which raw 
material is readily available, a normal rate 
of production and delivery is currently in 
effect." However, since production апа de- 
livery schedules change from week to week, 
we suggest you contact the nearest Truscon 
sales office for the latest information. 


109 Tons of Truscon Welded Bank 
Vault Reinforcing in this job 


When completed, the new John Hancock 
Mutual Life Insurance Company Office Build- 
ing will be one of the most beautiful com- 
mercial buildings in Boston, Mass. And be- 
hind that handsome exterior will be a great 
measure of fortified strength to guard the 
physical and financial assets of the company. 


The bank vault in the John Hancock struc- 


ture is a masterpiece of design in 
impregnable strength. It required 
109 tons of Truscon Welded 
Bank Vault Reinforcing to build 
this unusual part of the building. 
Contrary to the general run of 
vaults, the John Hancock vault 
extends from the sub basement 
floor through the basement to the 
first floor. This required that the 
bank vault walls act as support- 
ing walls for the basement and 
first floors in that particular part 
of the building. The dual need for structural 
strength and vault protection was met ade- 
quately by the distinctive design of Truscon 
Welded Bank Vault Reinforcing. 


Where protection against unauthorized entry 
into a single room or an entire structure is 
paramount, use Truscon Welded Bank Vault 
Reinforcing. It assures maximum economy 
in the placing of construction materials, maxi- 
mum efficiency of materials in resisting 


PLANNING 
BOARD 


penetration, and No. 10 insurance rating. 
Write for folder giving complete details. 


1200 Tons of Truscon Concrete 
Reinforcing Bars Also Used 


The details of the foundations for the new 
John Hancock Life Insurance Company build- 
ing also are interesting. Truscon furnished 
1,200 tons of concrete Reinforcing Bars for 
the foundation slab and foundation walls. 
'The foundation measures approximately 250 
feet along each of the four walls. The foun- 
dation slab is 10 feet thick, supported on 
H piles, Some of these piles extend 120 feet 
below the bottom of the slab, to fill the re- 
quirement for resting on solid rock. The 
foundation walls are approximately 30 feet 
high. The 10 feet thick foundation slab is 
reinforced with 114” square bars both ways 


Truscon Welded Bank Vault 
Reinjorcing as used in the John 
Hancock Life Insurance Co., 
Building, Boston Mass. Cram 
& Ferguson, Architects. Turner 


Construction Co., Builders. 


Truscon Concrete Reinforcing 
Bar as used in the Heavy Foun- 
dation of the Jobn Hancock 
Life Insurance Co., Building. 


ах. ГА каї à 
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top and bottom, spaced on an average of 
approximately 10" on center. 

Truscon Steel Bars for reinforcing are ap- 
plicable to a wide range of concrete work, 
such as concrete slabs, beams and girders, 
columns, walls, and footings; in the con- 
struction of buildings, bridges, tanks, and all 
other concrete structures subject to tension 
and compression stresses. Write for details. 


Residential Steel Casements 


In rooms where 
windows are 
opened and closed 
frequently or 
where ventilation 
needs are great 
and varied, Trus- 
con Residence 
Steel Casements 
fill a utilitarian 
need in addition 
to being decora- 
tive. Side hinged 
casements can be 
opened to a posi- Ж 

tion that will invite or retard the flow efi air 
as desired. High, small or unusually placed 
window openings all become more useful 
and attractive when fitted with Steel Case- 
ments. Screens and storm sash are available 
at reasonable prices. Write for details. 


Early in the 60% of the last century, 
Monier, a French gardener, conceived 
the novel idea of making flower pots 
and basins out of cement mortar em- 
bedded with wire, in order to increase 
the strength and simultaneously de- 
crease the thickness and consequently 
the overall weight of the containers. 
To Е. Joseph Monier, sometimes called 
the father of reinforced concrete, is 
given the credit for the invention of 
this comparatively new form of con- 
struction, probably because the patent 
issued him in 1865 constituted the first 
officially recorded endeavor involving 
the principle of reinforcing concrete. 


Prompt Delivery on Steel Joists 


Truscon "O-T" Open Truss Steel Joists 
are again available for your use. Their — /7 
outstanding features of adaptabil- 4 A 
ity, economy, fire-resistance, 
safety and permanence 
can once more be in- 
corporated into your 
building plans, to 
provide maximum 4! 
values in building Ж; 
construction, d 


The Truscon z 
"O-T" Open Truss 
Steel Joist is a 
Warren truss having top and bottom chords . 
of wide tee-shaped members and a plain 
round continuous web member. The bottom 
chord is continuous from end to end of joist 
and bent up at the ends to form the bearings. 
The underslung design of the bearing permits 
maximum head-room under the supporting 
girders. The open web allows the passage of 


pipes and conduits in any direction. 
Write for full details. 


New Literature 


TRUSCON STEEL 00085 


AE 
4 


А new 32 page catalog 
on Truscon’s complete 
line of steel doors is 
now available. Includes 
illustrations, installa- 
tion details and speci- 
fications. Write for your 
copy today. 


TRUSCON 


STEEL COMPANY 


YOUNGSTOWN 1, OHIO 
Subsidiary of Republic Steel Corporation 


When your plans include ап 


ORGAN INSTALLATIO 
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consider the TONE 7 
FACTOR as majestically 
portrayed by the 


SPECIFY WITH CONFIDENCE THE 
WURLITZER ORGAN IN... 


WURLIIZER ORGAN 
Series 20 Deo Manual 


€ For many centuries, profound music has found its highest 
expression in the organ. Yet for reasons involving space and 
cost the widespread installation of organs has been greatly 
limited. It remained for the Wurlitzer Organ, by wedding 
the science of electronics to principles which are the basis of 
bipe organ tone production, to bring the majesty of traditional 
organ music within the reach of all. 


concert halls > homes > universities 


The source of tone in the Wurlitzer Organ is the wind- schools + hospitals + institutions 
activated free reed, producing a richly varied wealth of 


electrical impulses. Electronics then select, modify and trans- 


[ 
late these impulses into perfectly proportioned organ voices, | THE RUDOLPH WURLITZER CO. | 
without the use of space-consuming blowers, organ chambers, | N. Tonawanda М. Ү., Dept. AR9. i ! 
relay rooms, huge pipes and the like. Thus, the Wurlitzer | Gentlemen: 
Organ perfórms as a pipe organ but, in keeping with modern | Please send me, without obligation, your 16-page Refer- | 
engineering standards, it does so with amazing economies | ence Manual...”Important Facts On Organs And Their | 
in both space and cost. | Installation." | 
Architects аге learning that with the Wurlitzer Organ they Lame 2 | 
сап interpret these economies іп terms of extra facilities within | 1 
the building and faster acceptance of their plans. | COMPANY ннен nam а. 1 
Organ Division Night Ж бексе Жы ЖКО ЕЕВС ie а Nene 1 
J ^ | 
THE RUDOLPH WURLITZER CO. ig MM F LAT ш ы a a | 
North Tonawanda, New York. ыы тұма Qus duis ais aes que viua ues nds ت‎ Va M Gig иа 
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Со. 
Al АМАТ. | . the filter that 


always functions- 
effectively 


ODERN, high efficiency electronic 
precipitation plus the safety factor 


of dependable mechanical air filtration— 
you get both in the Electro-Airmat to insure 
"around the clock" protection against dust 


ign a 


infiltration. 

There’s no need for secondary filters with 
an Electro-Airmat on the job. Power fail- 
ure, while making the electronic function 


Sc E DEE 


inoperative, doesn’t paralyze this unit be- 
cause the Airmat paper serving as the filter- 
ing media carries on as a straight mechan- 
ical filter. Also eliminated is the danger of 
dust infiltration due to "stack effect" — a 
condition common to multi-story buildings 
which causes air to flow through ducts 
after the fan has stopped. 


1! [| | 
m 


Only Electro-Airmat offers you highest 
efficiency in the removal of smoke and dust 
particles plus the positive protection of 
continuous operation. This and other Elec- 
tro-Airmat advantages, such as simplified 
installation and maintenance, are described 
fully in AAF Bulletin No. 253. Write for 
it today. 


AMERICAN AIR FILTER CO., INC. 


389 Central Ave., Louisville 8, Ky. 
| In Canada: Darling Bros. Ltd., Montreal, P. Q. 


ELECTRO: AIRMAT 
ELECTRONIC AIR FILTER 


It's the patented collet in 


Clean 


AWJFABER-CASTECC rakes: 


lead. Hold lead to pa- 
NS e 


per, press button re- 
lease and adjust length 

which makes it 7 ways better 

than any refill pencil you ever used...... 


you desire by quick up- 
ward or downward 
movement of your hand. 
Thus you avoid getting 
graphite on your fingers 
to smudge your drawing. 


No Breakage 


An exclusive collet, ma- 
chined to a thousandth 
of an inch tolerance, 
supports the graded 
lead all around. Pre- 


Balanced 
Sturdy \ Every part is precisely 


Non-Slippage 


The same precision col- 


Fine quality plastic and 
metal used in every 
part. Exposed metal 
parts are gold-plated. 
All expertly assembled. 


proportioned, giving you 
a writing: instrument 
which is perfectly bal- 
anced in your hand. 


vents breaking or snap- 
ping even when you 
bear down hard. 


let holds the lead in a 
bulldog grip. The lead 
positively cannot slide 
back into the holder. 


Guaranteed 


If your LOCKTITE fails 

to give you perfect per- 

formance, return it to 

А your Dealer ог to us for 
Quick immediate exchange. —— 


Just press your thumb AW FAB BER CASTELL 


on the button to release 
EWAR 
pENCIL COMPANY INC. N 


clutch. Does away with 
two-handed screwing or 


turning operation. Ў 
9 ор Е 
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GLASS BLOCK 


Insulux Glass Block is a functional building 


material, designed to do many things other 
materials cannot do. Investigate! 


Designed by Architects Holabird and Root, this 11- 
story unit of Illinois Bell Telephone Co.'s,long distance 
switching center (already the world’s prie will 
house intricate, costly equipment. Insulux will pro- 


vide daylight, the insulation necessary for economical 
air conditioning, and help block out dust and dirt in 
this structure planned to be built at Clark and 
Congress Streets, Chicago, Illinois. 


HOLABIRO £ ROOT - ARCHITECTS * 


Glass block daylights unique building 


ITH an ease approaching magic, myriad calls from all parts of the 
V V world will pass through this unit of Illinois Bell Telephone Co.'s long 
distance switching center. 

The building and its equipment—representing ten million dollars—have 
been carefully designed for smooth operation and economical maintenance. 
One note-worthy bit of planning by Architects Holabird and Root was the 
selection of Insulux Glass Block. 


Insulux panels will not only bring in light, but provide good insulation. 
‘The result is lower cost air conditioning and heating operations. 

Maintenance, too, is less costly with Insulux. The panels are not subject 
to rust, rot or corrosion. Infrequent washing keeps them sparkling. No paint- 
ing is required. 

Frequently Insulux Glass Block can make important contributions to 
efficiency while protecting processes and equipment in industrial and com- 
mercial buildings. For complete information write Insulux Products Divi- 
sion, Owens-Illinois Glass Company, Dept. D-8, Toledo 1, Ohio. 


НОТ 5РОТ5 АКЕ — WITH 


d 


w 5 A LL. i d | 


Smooth, even heat distribution over large areas 
is a feature of McQuay blower type unit heaters. 
Automatic controls recirculate varying amounts 
of room air through the blower section, by- 
passing the heating coil. The resulting mixture 
of air at room temperature and heated air pro- 
duces a tempered flow of heat that keeps un- 
comfortable “hot spots” from developing. Keeps 
temperatures more uniform over the entire area. 
Basic in McQuay blower heaters is the famous 
Ripple Fin Coil with tubes hydraulically ex- 
panded into wide spun 

E fin collars. Permanent 

9 1 1 metal-to-metal contact 


puts room heat back to work! 


between primary and secondary surfaces plus 
greater area of contact are Ripple Fin exclusives 
that mean high heat transfer efficiency. 
McQuay blower type unit heaters are available 
now for floor, or suspended installations with 
standard or “поп-Ғгееге” coils. See your McQuay 
representative today or write McQuay, Inc., 
1605 Broadway Street N. E., Minneapolis 13. 


Representatives in Principal Cities 
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BLOWER TYPE UNIT HEATER (SUSPENDED) 


4222 PRISCILLA. 
Note self-adjusting 
latch mechanism. 


4224 NEWPORT 4220 REGENCY 4221 PRINCESS 4223 CENTURY 


Full-hand and knob pulls to match, in contrasting or matching colors. 
| 


IKES THIS NEW GABINET НАК „КЕ 


ARCHITECTS . . . be- BUILDERS . . . because 
cause if offers beauty, they save time and 
practical utility. 


DEALERS. . . because it 
is a clean, fast-moving 
money installing it. line. 


MRS. PUBLIC. . . because 
it’s just what she has 
always wanted — in fact 
she helped design it. 


SELF - ADJUSTING LATCH. 
New “Trigger” latch 
design . . . automatically 
adjustable to doors 
from %-in. to 1Va-in. 


5-KNUCKLE HINGES. Five 
knuckles for strength. 
Raised barrel permits 
door to open full 180°. 


"ITEM - IZED" ENVELOPES. 
Each item comes packed 
complete with all neces- 
sary parts. 


PACKED FOR EASY STOCK- 
ING. All items packed in 
some size boxes, with 
easy-to-read labels giv- 
ing complete data. 


, 


5i pie NEW STANLEY LINE is a 4-Way Winner. It 
appeals to everyone. It’s a sure-fire line if 
there ever was one. Here's why— 


A nation-wide consumer survey dictated the styl- 
ing. Years of research produced the strong pressure- 
cast rust-proof alloys that guarantee lasting beauty. 
Careful engineering developed its numerous easy- 
installation features. 


Everybody likes this new Stanley Cabinet Hard- 
ware for BOTH new cabinets and replacements. 
It sells itself! Write for full information. 


The Stanley Works, New Britain, Conn. 


STANLEY 


Trade Mark 


FOURTH ІМ A SERIES FEATURING DISPLAYS AT THE G-E LIGHTING INSTITUTE 


1. G-E Slimline lamps recessed in the ceiling in continuous 4. G-E Fluorescent lamps in door and window valances 
lines are shielded by etched plastic tiles and are engi- add light, glamour and loveliness. 


neered to illuminate side walls. 5. The soffit above the sofa contains two rows of G-E 


2. G-E Slimline lamps in coves along side walls bathe the - Slimline lamps to provide flexible and comfortable 
ceiling with cool over-all lighting. reading light. 

3. G-E projector spotlamps and floodlamps are recessed in the 6. Bookcase lighting is supplied by G-E Slimline lamps | 
ceiling at strategic points to provide both concentrated placed vertically within side trim. 


өреп апа dramatic highlighting for furniture groups. 7.G-E Circline lamps are used in the wall brackets. They 


are shielded by pleasing and decorative glass. 


ы, CO крт 
Whatever the lighting needs of your | ч EGIRI г 
Pines specify G-E Lamps, the ones that < 
benefit from unending research to... 


Write for free copy of “Horizon 
House", a descriptive booklet of 
e architectural and installation de- 
tails of this room. Address Gen- 
eral Electric, Nela Park, Dept. AF1, 


GENERAL (® ELECTRIC Bee 


1947 51 


Мо Mystery — 


Г--"---------------------------------------------- — 


Attic Fans 
This method of comfort cooling 
by means of nature-conditioned 
air has been widely accepted by 
architects and owners as an ideal 
means for attaining low-cost hot- 
weather comfort. This 4-page bulle- 
tin contains complete data on the 
equipment necessary to do a high- 
ly satisfactory job in any home. 


Axial Fans 


Vaneaxial and Tubeaxial Fans for 
heating, ventilating, process work 
and other air handling needs. 
This bulletin gives complete 
details on construction, compo- 
nent parts and installation of both 
fans together with all necessary 
tables and data. Also friction and 
Bulletin No. B 813 duct sizing charts. 


AMERICAN HLOWER | 
AXIAL FANS 


r—=——— 
———ÁÁ——— | 


Industrial Heaters 


For factories, garages. hangars, 
warehouses, machine shops and 
other difficult heating jobs. Seven 
sizes—79,000 to 1,630,000 BTU 
per hour. Four arrangements— 
for wall, horizontal, inverted, and 
floor installation. Bulletin con- 
tains all the data necessary to 
figure even the most difficult 
Bulletin No. 5917 heating problems. 


Humidifiers, Dehumidifiers 
and Air Washers 


| 
| 
| 
| 
| For public buildings, schools, 
| theaters, hotels, apartments, and 
| 
| 
| 
| 
| 
1 


industry, wherever humidifying, 
dehumidifying, and air washing 
are required. Bulletin contains all 
the necessary data, tables and 
charts. Bulletin No. 3623 


Type V Fans (with Cast 


: Aeropel Home Ventilators 
Iron Housings) 


AMERICAN BLOWER | 
nn шен see | These units сап be used to ad- 
vantage in air handling work, smoke. Keeps kitchens fresh as a 
wherever corrosion and erosion daisy. Reasonably priced, easy to 


| 

| . 

| This compact, complete unit 

| 

| 
resisting qualities are desired. All install, economical to operate. 

| 

| 

| 

| 

| 


whisks out odors, greasy fumes, 


housing parts coming in contact Also ideal for bathrooms, bed- 
with air or gases are cast iron. rooms, nurseries, laundries, recrea- 
A variety of arrangements to tion and utility rooms, small 
meet all types of jobs. Capacities stores and offices. 

from 136 to 8,000 CFM. 


Utility Sets 


Send for copies of American Blower Bulletins* today 
Ready-to-run units іп standard 
sizes to meet a multitude of needs 


for electric ventilation where duct AMERICAN BL | МЕК 


] 
| 
| 
| 
| 
| 
systems are required. Capacities | AMERICAN BLOWER CORPORATION 
range from 88 СЕМ to 17,925 | 
| DETROIT 32, MICHIGAN 
| 
| 
| 
| 
I 


CFM. Bulletin lists various size 
units available, outlines suggested In Canada: CANADIAN SIROCCO CO., LTD., 
Windsor, Ont. 


uses, shows installation views— 
contains tables and technical data. Division of American Варіатор & Standard Sanitary сокғовлтом 


*AII the bulletins shown here, and many more, on Air Handling, Air Conditioning, Heating, Cooling, Ventilating, and allied subjects, will be sent you free on request. 


WEIGH THESE ADVANTAGES OF 


HAZARD 


S <tc 


VEN though Type RH Performite heat-resisting insula- 
E tion — standard for Hazard Aluminum Building Wire 

is superior to Type R Code-Grade insulation, so widely 
used on copper conductors, its higher cost is more than 
offset by the low cost of the aluminum, which goes three 
times as far as copper on a weight basis. Further savings 
can be made in handling and installation costs, too, because 
coils and loaded reels weigh less, and wire requires less 
pulling effort. 


PROVED IN SERVICE — More than 11% million miles of 
aluminum electrical transmission cable have been installed 
in a period of over half a century. Bare aluminum conduc- 
tors have thus been proved in service under all kinds of 
exposure on overhead lines. Some installations of insulated 
aluminum conductors have been in use for nearly as long. 
Insulated aluminum conductors are being used not only for 
building wire but also for underground, bore hole, aerial 
and entrance cables. 


FULLY APPROVED ~ For many years the National Electrical 
Code has permitted the use of aluminum for electrical con- 
ductors. The Underwriters’ Laboratories, Inc. have approved 


SEPTEMBER 1947 


VINGS 10% TO 40% 
SAVINGS 40% TO 60% sites SES 
) HANDLE AND PULL uam. 


Type RH ALUMINUM BUILDING WIRE 


the use of aluminum conductors subject to acceptance by 
local inspection authorities. U. L. approval labels are affixed 
to all Hazard Performite Type RH building wire contain- 
ing aluminum conductors. 


PROMPT SHIPMENT — Hazard Performite Type RH Alumi- 
num Building Wire is carried in factory stock — and by 
many wholesalers — for immediate shipment, in sizes 6 Awg 
to 750,000 CM. Other sizes and cable designs can be fabri- 
cated in as little as 4 to 6 weeks. Hazard Insulated Wire 
Works, Division of The Okonite Company, Wilkes-Barre, 
Pennsylvania. 


Write for Bulletin 
H-407-AL which contains 
tables, calculating data 


and details of simple 
splicing and terminating 
methods. 


insu ated wires and cables for every electrical use 
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HERE'S WHY "TONTINE^" SHADE CLOTH 
OFTEN GIVES UP TO 20 YEARS' SERVICE 


Deep into the fibers of the fabric, the 
pyroxylin is driven. This chemical—a 
liquid form of cotton—is soaked up by 
the cotton fabric as a sponge soaks up 
water, then it hardens. Thus the two 
become, in effect, one material. 


Pyroxylin is washable —it is impervious 
to water, rain, grime and dirt. When 
a shade made with ""Tontine" be- 
comes soiled, it can be scrubbed with 
soap and water, then rehung fresh and 
clean as ever. Service records show 
that 


vigorously —20 times or more without 


“Tontine” can be scrubbed — 
damage! And colors resist fading, stay 
bright for the life of the shade. 


Resists cracking and pinholing. ""l'on- 
tine's" pyroxylin impregnation gives 
it a protective finish that resists crack- 
ing and pinholing. And it gives maxi- 
mum resistance to fraying and ripping. 
Constant improvement of all these 
qualities through the years makes to- 
day's ""Tontine" one of the best values 
in its field. 


- --Washable “ТОМТІМЕ”““ 
Shade Cloth Stands the Wear! 


Cut maintenance costs and improve the 
appearance of your buildings by specifying 
practical, washable *"T'ontine" for all win- 
dow shades. Its durability has been proved 
by service records which show that window 
shades made from '"Tontine" Shade Cloth 
have been in use up to twenty years— 
have been washed more than twenty times 
—and are still giving service. 


An economical washing and repairing 
service can be arranged by your authorized 
""Tontine" dealer. The shades will look 
bright, clean, and new. E. I. du Pont 
de Nemours & Co. (Inc.), '"Tontine" Sales, 
Newburgh, N. Y. 


*"TONTINE^ is Du Pont's registered trac 


pyroxylin-impregnated washable window shad 


DU PONT 
“ТОМТІМЕ” 


WINDOW SHADE CLOTH 


mark for its 


Looks Better Longer 


REG. у. S. PAT.OFF 


BETTER THINGS FOR BETTER LIVING 
... THROUGH CHEMISTRY 


Interior of White Motor Company's Plant, Clevelond, 
Ohio, Showing Mahon Steel Deck Roof Construction. 


= ашыг" 
for ROOFS, EXTERIOR 
WALLS and PARTITIONS 


Today many industrial plants, power houses, and other indus- 
trial and commercial buildings are being built with Mahon 
Steel Deck Roofs, Exterior Sidewalls and Partitions. The new 
addition to the White Motor plant in Cleveland, illustrated 
here, is an excellent example of practical application in 
modern construction . . . Mahon Insulated Exterior Steel Walls, with a 
heat transmission coefficient "U" of 0.15, were used throughout. Mahon 
Steel Deck covers the entire roof area. If you are not thoroughly 
familiar with these new construction methods, get complete information 
today. See Mahon Steel Deck Insert in Sweet's File, or call in a Mahon 
representative. You will find that Mahon Steel Deck, due to its basic 
design, lends itself to a broader range of uses in modern construction. 


Rome Re С^, ЖА NH ON СОТ МЕР A WY 
HOME OFFICE and PLANT, Detroit 11, Michigan e WESTERN SALES DIVISION, Chicago 4, Illinois 
Representatives in all Principal Cities 


Manufacturers of Steel Deck for Roofs, Sidewalls, Ceilings, Floors, Partitions and 
Doors. Also, Roof Sumps and Recesses, Rolling Steel Doors, Grilles, and 
Underwriters’ Labeled Rolling Steel Doors and Fire Shutters. 


a ي‎ нені „= 


Views of White Motor Company's Plant show- 
ing Exterior ond Interior of Mahon Insulated 
Steel Wall Construction. Standard Mahon Steel 
Deck Plates are used in this Application. 
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SIMPLIFIES 
PLANNING 
AND 
CONSTRUCTION 


In 


Winter Air Conditioner Gravity Furnace 


In the Leaman Apartments, 3181 West 
Broad Street, Columbus, Ohio, 8 Jani- 
trol Gas-Fired Winter Air Conditioners 
heat 8 apartments conveniently, com- 
fortably, economically. Full year's gas 
bills for both heating and cooking aver- 
aged only $39.91* for each apartment. 
Each unit consists of living room, di- 
nette, kitchen, bath, and two bedrooms 
...tenant pays his own gas bill... hot 
water is supplied by the management. 


Check these advantages: 


INDIVIDUAL TEMPERATURE CONTROL. 
Each apartment resident regulates his 
own Janitrol to suit himself. Automatic 
controls keep temperature constant. 


ECONOMY. Heat is generated right on 
the spot where it is used. No loss through 


*Natural Gas Average Каі — 56 cents per 1000 cubic ft. 


e 


Conversion Burner 


Unit Heater 


extensive ductwork. No need for fire- 
man. Installation and initial investment 
for these 8 Janitrols is no greater than 
the cost of a central heating plant with 
ductwork. Operation and maintenance 
cost is vastly less. 


SIMPLIFIES PLANNING OF BUILDING. 
Furnace and fuel storage rooms are 
eliminated. Construction is simplified, 
space which would be used for duct- 
work is conserved. 


LESS WORK FOR CUSTODIAN. No coal, 
no ashes, no furnace-fixing. 


There are many similar successful Janitrol 
installations of this same type. Write for 
full information and performance data on 
this modern heating method. Surface 
Combustion Corporation, Toledo 1, Obio. 


GAS-FIRED 


HEATING EQUIPMENT 


Floor Type 2 
Blower Unit. 


For the best reinforcement — 


at the lowest cost 


ө With American Welded Wire Fabric, many closely 
spaced high strength steel wires fortify wall, floor and 
roof slabs against shocks, stresses and strains in all 
directions. 

American Welded Wire Fabric comes to the job in 
rolls or sheets, needs no assembling, is easily handled, 
lies flat and stays put. You use less steel, less concrete, 
with American Welded Wire Fabric. You save time 
on construction and money on labor. So you keep 
costs down to rock bottom. 


You get the most widely used prefabricated rein- 
forcement, made by the world's largest producer when 
you specify U:S-S American Welded Wire Fabric. 


SMALL HOMES 


FACTORIES 
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pe of concrete construction needs American Welded Wire Fabric reinforcement. 
2120 Жасы. 5 : ж йкес Еа ыы» 2% à 


SCHOOLS 


AMERICAN 
WELDED WIRE 
FABRIC 


American Steel & Wire Company 
Cleveland, Chicago and New York 
Columbia Steel Company, San Francisco, Pacific Coast Distributors 
Tennessee Coal, Iron & Railroad Company, Birmingham, 
Southern Distributors 
United States Steel Export Company, New York 


UNITED STATES STEEL 


SKYSCRAPERS HOSPITALS 
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BARB 


ER-COLMAN 


RUBBER TILE 


“Dependability” is one of those intangibles that | 

comes from good character, fine quality and long | 

experience. It is something worthy of trust — some- 

thing to count on when you need it most. / "i 
Hood Rubber Tile has dependability. When you 1 yr 

Р = 1 pine 
specify “Hood” you can depend on it for appear’ | 
ance, quality and wear. You can trust it for perma- 


Available for 
Prompt Delivery 
Model “LS” LINE-O-FLO, 
the basic unit, made in 3 


styles to accommodate any 
installation arrangement. 


nence of color and resilience. You can always count 
on it to look better, wear better and be better. 

В. Е. Goodrich leadership in research plus Hood | 
excellence of manufacture provides the kind of de- 
pendability in finer resilient flooring that is assured | 
by the architect’s recommendation. 


Model “LL” LINE-O-FLO, 
designed to receive Model 
M21118 DAY-BRITE 
lighting unit (made by 
Day-brite Lighting, Inc., 
St. Louis). 


A NEW APPROACH TO AIR DISTRIBUTION 


LINE-O-FLO air distribution outlets can be used singly, or 
end-to-end in continuous strips. Units are constructed of 
scientifically-designed, rolled-steel members, with orifices 
simulating Venturi throats having carefully-engineered bell 
mouth approaches. This outlet has high dif- 
== fusion efficiency. Room air is rapidly induced 
m . - + 5 А 
с into the primary air stream to quickly equalize 


M the temperature differential. Write today for 
Шы a copy of Bulletin F-2741 giving descriptive 


See Sweet's Architectural File for specifications. 


U^ DIVISION OF 
idrich 
пеп 


WATERTOWN, MASS, 


and engineering data. Your Barber-Colman 
representative can show you a sample unit 
and discuss details. 


// a S Ў 
RING 


BARBER-COLMAN COMPANY 


1232 ROCK STREET ° ROCKFORD, ILLINOIS 


The bottle Hoats for years, 
because the Cork keeps Water out. 


The much-storied bottle messages would have remained 


in authors’ fountain pens but for the fact that cork is water-repellent. 


The “stopper” that keeps moisture away 
from vulnerable roof decks is coal tar 
pitch. The ability of Koppers Old Style 
Pitch and Tar-saturated Felt to repel 
water is evidenced by the outstanding 
performance of roofs constructed of these 
materials. This roofing material is one 
of the very few suitable for buildings and 
homes where flat roofs are utilized for 
cooling purposes іп the summer... 
because coal tar pitch is unaffected by 
water that stands for long periods. 

Koppers built-up roofing also with- 


(1) 


stands the sweltering rays of summer 
sun without damage. The property of 
*cold-flow" which Koppers roofs have, 
causes these roofs to heal themselves 
whenever small cracks do appear due to 
the settling of the building or other cause. 

When you specify roofing, consider 
these advantages of Koppers Old Style 
Pitch and Tar-saturated Felt. 


KOPPERS COMPANY, INC. 
PITTSBURGH 19, PA. 


Дашу, a Ке roof for long life 


KOPPERS ROOFING 
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& WATERPROOFING 


Refer to your Sweet's Catalog or 
write us for complete specifications 


59 
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dique am | 


BY TILE-TEX 


Architects are designers—as such, they prefer to use 
materials that enable them to create proper decorative 
backgrounds for any interiors. 

That’s one reason why so many architects prefer 
Tile-Tex Asphalt Tile*-because it gives them more 
design freedom in creating correct floors for the in- 
teriors of buildings. This is particularly true in retail 
stores, where modern merchandising requires floors 
of appropriate design. 

Variety of color and size, plus the necessary deco- 
rative and functional accessories, are all available in 
Tile-Tex Asphalt Tile. Here’s a product that helps the 


EI TEX 


architect create beautiful, striking floors that help 
merchants sell goods. 

Tile-Tex does more than give the architect design 
freedom. It gives his client a long-wearing durable 
floor—easy to clean and keep clean—resistant to 
stains and scars. Its smooth, tread-easy surface is com- 
fortable to both customers and store employees. 

Our experience in. planning. individualized floors. for 
merchandising areas may be of some value to you at some 
time. We would appreciate the opportunity to help you. 

The Tile-Tex Co., Inc., Chicago Heights, Ill. Sales Offices: 
Chicago, New York, Los Angeles and New Orleans. 


ASPHALT ТҮЗІ 


* * о о ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө е ө ө ө ® ө ө ө ө ө ө ө ө ө ө ө ө ө ө ө э э ® ө ө э е ө ө е ө « ө ө ө ө ө ө ө ө Ф 


"REGISTERED TRADEMARK OF THE TILE-TEX COMPANY, INC 


“IF YOU WANT TOP PERFORMANCE FROM THIS FLUORESCENT TUBE.... 


YOU'LL GET IT WITH THIS CERTIFIED BALLAST!” 


The word “CERTIFIED” on a fluorescent temperatures, most light and longer life from 
lamp ballast tells you instantly that here is a fluorescent lamps. Famous Electrical Testing 
product that gives you the greatest possible Laboratories, Inc. test, check and re-check 
efficiency in operation and performance of CERTIFIED BALLASTS against these specifi- 
fluorescent lighting. cations . . . give it the ETL mark of approval. 
Leading ballast makers and lighting engineers Insiston CERTIFIED BALLASTS inthefluores- 
put together a set of exacting specifications cent lighting equipment you sell... give your 


that assure quiet operation, proper ballast customers the protection they need and want. 


CERTIFIED FLEUR-O-LIER MANUFACTURERS, 

RLM STANDARDS INSTITUTE and CERTIFIED 

ж ж LAMP MAKERS have solved their ballast problems by 
writing CERTIFIED BALLASTS into their specifications. 


ELS 
«WERTIFIED BALLAST MANUFACTURERS 
Makers of Certified Ballasts for Fluorescent Lighting Fixtures 


Acme Electric Corporation General Electric Co. Sola Electric Co. 
Cuba, New York Specialty Transformer Division 2525 Clybourn Avenue 
Chiceye Treusfermer Div. Fort Wayne, Ind. Chicago 14, Illinois 


Essex Wire Corporation Jefferson Electric Co. Starring and Company 
3501 Addison St., Chicago, Illinois Bellwood, Illinois Bridgeport, Conn. 


Wheeler Insulated Wire Co., 378 Washington Ave., Bridgeport, Conn. 


SEPTEMBER 1947 


61 


SPEAKMAN ÅNYSTREAM 
Snower Heaps 


When a job calls for showers . . . specify Speakman Anystream Shower Heads . . . the shower head 
chosen by leading hotels, clubs, institutions and by home owners all over the country. Anystream 
saves up to 58% on hot water consumption . . . cuts water and fuel bills. And, since Anystream is self- 


cleaning . . . the usual cause of shower maintenance “Established in 1869” 


is completely eliminated. Write for full information. p E A K RA A EX 


SHOWERS AND FIXTURES 
SPEAKMAN COMPANY, WILMINGTON 99, DELAWARE 
А turn of the lever gives or Regulay Spray 
for Relaxation. 


or Flood Spray for . Never This! Тһе Anystream 


Needle Spray for Stimulation. No-Splash Rinse. 


is self-cleaning. 


— ۴ , مو 


... new Richmond ” 
Winter Air Conditioner 


Ec 


NEW Chexchange res. 
‘higher temP" 


Nu CAN SPECIFY the new Richmond Win- 
ter Air Conditioner with confidence. 118 
heart—the heat exchanger—gives greater pro- 
tection against overheating... assures longer 
service life. 

A single unit in a smart Dulux white 
enamel finish, completely packaged, it fits 
in home, office or store. Heats, humidifies, 
circulates, filters . . . comes in four sizes .. . 
occupies only about 4 to 6 sq. ft. Covered by 
both AGA approval and a one-year replace- 
ment guarantee. Write Richmond Radiator 
Company, 19 E. 47th St., New York 17, N. Y. 


Enameled Cast Iron Ware + Vitreous China » Perma-Gloss „ Gas Boilers • Gas Winter Air Conditioners + Gas Gravity Furnaces * Radiators 
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7% ДА / кесі кейі help for you 


What roofing do you prefer? 


е As you know, the answer depends on the incline 
of the roof deck. What's ideal for one job may be 
a makeshift for another. That's why Ruberoid 
roofers have such an advantage! For no matter 
what type of roofing is indicated—whether smooth- 
surface Asbestos Felt and Asphalt, or Coal Tar 
Pitch and Tarred Felt with gravel or slag surfac- 
ing, or Asphalt Felt and Asphalt with gravel and 
slag surfacing—Ruberoid makes them all—and in 
specifications to meet any need! 


RUBEROID 


BUILT-UP ROOFING 


The RUBEROID Co., Executive Offices: 500 Fifth Ave., N.Y. 18, N.Y. 
Asphalt and Asbestos Building Materials. Thermal Insulations, 


e When placed with its bottom edge on the roof, 
the pendulum of this useful device instantly 
swings to indicate the slope in inches per foot. It’s 
a handy tool in making estimates—helps deter- 
mine correct type of roof to use. Made of trans- 
parent plastic and ruled so that it can also be used 
as a protractor to take off the roof slope from 
drawings. Free on request—just fill in the coupon 
below, and mail today. 


The RUBEROID Co., 500 Fifth Ave., New York 18, N.Y. 


Please send me the free Roof Incline Finder. 


Name 


Street 


City. State 
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WHAT ABOUT THOSE BUILDING COSTS? 


ou constantly hear that building is a costly business these days. It is. Building 

b dese and all other costs, have risen in this period of inflation. So many plans 

are put on the shelf or “held іп abeyance” when estimates come іп from contractors. 

We all wait hopefully for building costs to come down so more of our clients can 
afford to build. 

There seems to be little that any one factor in the industry can do about lowering 


costs. But at least there is one constructive move being made — the study of possible 
economies in house design and construction techniques sponsored by the Producers' 
Council and the National Retail Lumber Dealers Association. (See page 74.) 

This study, with its educational program, is a step in the right direction. Its effec- 
tiveness will depend on the extent of its adoption by architects and builders, and 
also on the intensification and continuation of its research projects. The industry 
itself has got the jump on those who advocate government research to improve 
techniques and lower costs. Congressional investigations with their hearings this 
fall may show the need for more all-embracing measures than modular design and 
dimensional coordination. At best, the latter, good as they are, can effect only small 
percentages of savings. They will be most effective only when contractors must 
figure closely, sharpening their pencils for real materials lists and man-hour esti- 
mates, in order to get the jobs on lump-sum or upset price bids. 

We must face the fact that building, along with the rest of our economy, is still 
in an upward spiral of postwar inflation. War waste has always been "paid off" by 
inflation. And we are still in the cycle of higher wages and higher prices. Nor are we 
likely to come out of it this fall, what with the cashing of G. I. bonds, the resumption 
of uncontrolled installment buying, and the unbalance of exports over imports. 
With next year an election year, political expediency will dictate continued "pros- 
perity” and the reduction of income taxes with its inflationary effect. 

However, we must realize that all things are relative and that building costs 
are not necessarily out of line with other costs. Figures may be had that prove that 
fewer man hours of the farmer's time, or the mechanic's, or the miner's, are needed 
to pay for building his home, and a better home, than ten or fifteen years ago. All 
the factors in the building field will do well to emphasize the fact that the building 
dollar will buy as much relatively, as the food, clothing. transportation or any other 
dollar. And the truth of the matter should be brought out in the Congressional 


hearings to restore public confidence and encourage more building at the new level. 
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HEWLETT HARBOR, LONG ISLAND 
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ECAUSE everything about this house is so logical, so straightforward, so ingeniously 
B simple and so all-of-a-piece, a casual beholder might miss the imaginative thought- 
fulness that went into its design and construction. From orientation and plan down to 
the last detail, its purposes are achieved directly, simply. efficiently — with a skillful 
choice and use of materials and a deft sureness in scale and proportion. 

Тһе house is spacious without being large because of the openness of its plan and its 
extension into the out-of-doors. By cleverly cantilevering the second story, a gracious 
outdoor living terrace is obtained on the upper level and at the same time a necessary 
car shelter is provided below. 

Color is used daringly and successfully to make the house blend with the sky and 
the landscape — cobalt blue. bright yellow, white, coffee brown, and shades of gray. 

A careful analytical scrutiny of the design in detail will be rewarding in revealing 
both the forthright logic and the sensitive handling of “the simplest means to the de- 


sired ends.” 
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Іп supporting the cantilevered 


second story, the walls are de- 
veloped as trusses by utilizing 
the %-in. plywood sheathing as 
an integral ''stressed skin'' ele- 
ment of the structure. 
Perspective and planning 
show auxiliary glazed shields 
(with their tension braces) for ad- 


ditional protection and privacy 


— ۸ “хас: LEE 
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The two-way fireplace sepa- 
rates the living and the dining 
areas so that the cheer of a 
single fire can be enjoyed from 
either or both sides. The book- 
tase wall divides the living- 
dining area from the entrance 
hall and stair. The open plan- 
ning provides for a maximum 


expanse of view fo the south 


EMBER 


1947 


Looking through the double-duty fire- 


place from the dining to the living area 


Winter heating is provided by a split 
system which supplies hotter water to 
the coils of the conveclor system of the 


second floor than is needed for the 


concrete-embedded coils of the radiant 
system of the ground floor. Tempera- 
ture controls are automatic and thermo- 
static. Advantage is also taken in living 
and dining area of solar radiation 


through the large windows t2 the south 


CEILING / 


EDIATE SUPPORT SAME 
AS ENDS. SUPPORTS SPACED 
NOT OVER GO" О.С. 


3 CHROMIUM SCREWS 
EACH SUPPORT 
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OUTSIDE ENTRANCE CEILING TROFFER 


The open tread stair is supported on one 
side by the back of the bookcase and on 
the other side by the paneling suspended 
from above. . . The detailed drawings 
show simple but most effective details of 
the indirect lighting. The lighting-and-con- 
veclor unit is shown also in the illustra- 
tion (right) . . . The service entrance has 
an outside delivery closet from which me- 


ters can be read without entering the house 
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IHE INDUSTRY 


HE impressive title of this project. "The Industry 

Engineered House." might have several widely dif- 
ferent connotations, во a word of explanation to the 
architects and designers is in order to prevent any pos- 
sible misunderstanding. 

In the first place, this is not a plan for a single house. 
or even a group of houses. It is rather a research study 
and a practical program to determine how houses can 
be both designed and built to perform their functions 
with the least waste of time, material and effort. 

It is a project to determine and demonstrate the best 
possible ways of designing houses on a modular basis so 
that the assembly of standard available building prod- 
ucts will be most efficiently and economically coordi- 
nated. Іп this sense perhaps, it ін "engineered," for 
engineering might be defined as "the scientific determi- 
nation of the best means to the desired end." Actually, 
the study was developed under the direction and super- 
vision of architects and reflects the normal logical ap- 
proach. 

It is "industry engineered" for it is industry-wide in 
its development and in its application. It is not limited 
to any one particular type of material or equipment. 
but rather considers all that are currently available as 
standard items. It is “industry engineered” also in the 
sense that it is sponsored by the two organizations in 
the building industry, the Producers’ Council and the 
National Retail Lumber Dealers Association, and has 
had the benefit of the thought and experience of experts 
from all phases of the industry — architects, engineers. 
builders, manufacturers. dealers, contractors, artisans 
and consumers. 

Architects active in the field of home design should 
profit by the results of the research undertaken because 


The basic one-bedroom house, 16 by 28 ft. interior dimensions, the principles and the procedure are as applicable to 
was designed to meet FHA minimum requirements. Dotted lines their design and supervision as they are to any other 
show possible added garage and storage factors in the home-buiding field. 
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ENGINEERED HOUSE 


By Gordon Lorimer 


Not a Plan Service 


The basic idea has been and is to develop plan design 
and construction techniques that will bring about closer 
integration and better organization in the home build- 
ing field. While it was necessary to develop and utilize 
specific house plans in order to demonstrate the pos- 
sibility of improved techniques, these plans are purely 
incidental to the basic final objective as stated.. The 
designs and plans, therefore, shown here are merely the 
first examples of what can be done to further the econ- 
omy and efficiency of small house design and construc- 
tion rather than any attempt by the sponsors to in- 
augurate a plan service. They are demonstrations of 
the application of principles, not stock plans. 


Standard Available Materials and Equipment 


This project is not an attempt to “revolutionize” the 
home building industry, but rather to coordinate the 
materials which are now available in stock sizes and 
types by the simplest, most direct methods of assembly. 

A survey just conducted shows that the manufac- 
turers of practically all materials and equipment have 
stock and standard items that can be incorporated in 
"industry engineered" houses. 

Тһе project takes advantage of most of the known 
and practiced techniques for time and labor saving. and 
for organizing and coordinating the work so that these 
stock materials will be assembled together with a mini- 
mum of cutting and fitting. This means maximum 
economy and lowest possible cost to consumer. 

Naturally these studies in the assembly of various 
stock materials will show the possibility for further 
standardization of many items and may indicate that 
modification in certain sizes and details can be made 
in the interest of ease and simplicity of assembly. This, 
in turn, will permit manufacturers to concentrate on 
items which fit best into the pattern, and this concen- 
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The single story L-plan, two 16- Бу 24-ft. units, is flexible апа 
adaptable; many variations are possible without basic changes. 
It can be placed on a 40-ft. or 60-ft. lot if the garage is in the 
basement. Perspectives show possibilities of basement or ground 
level garage locations 


A two-story house, 16 by 28 ft., with either two or three bed- 
rooms (see alternate plans). Note that 18-ft. joists are used over 
16-ft. structural span in three-bedroom scheme. Minimum roof and 
foundations make this two-story home the most economical for a 
given floor area 


tration will mean greater mass production of those par- 
ticular items. Mass production means lower manufac- 
turing costs, and also savings in inventories both at the 
point of manufacture and in the dealers’ yards. This 
should also mean a more prompt and steady flow of 
materials. Further, it may well indicate economies 
through packaging of materials and in some cases an 
increased amount of pre-assembly of materials prior to 
delivery at the site. 


Proof of the Pudding 


The months of effort in the study of materials and 
their coordination in plan must stand the test of prac- 
tical application. Therefore. arrangements have been 
made to construct several test houses, and these houses 
are now under construction at Urbana, Illinois, under 
the supervision of the University of Illinois Small Homes 
Council. Three frame and three masonry houses will be 
erected consecutively. During the construction of each, 
careful study and analysis will be made of erection tech- 
niques, with any improved methods derived from the 
observations to be applied to the next house. After 
careful analysis of results, man-hour schedules for each 
operation will be made available to the building indus- 
try, not necessarily as a final answer, but as something 
in the nature of a target at which to shoot in future 
efforts by individual builders. 

Tt is hoped that there will be sufficient industry-wide 
interest that local builders may accept such information 
as somewhat of a challenge. and attempt better stand- 
ards in their own work. Where such further improve- 
ments are reported, it is the intent of the "Technical 
Committee of the Producers" Council to follow up with 
further investigation and analysis, and in turn make 
that available to the industry at large. It is this indus- 
try-wide form of collaboration from prime manufac- 
turers right through to the ultimate site labor that 
forms the real basis for the name "Industry Engineered 
House." To date, the building industry has been a some- 
what loose and quite complex aggregation of individual 
efforts and interest. This voluntary pooling of informa- 
tion and “know how" is a very significant indication of 
a growing industry-wide unity. 


Design and Construction Principles 


'The principle of modular design and dimensional co- 
ordination was adopted at the outset, the A.S.A. 4-in. 
unit and the 4-ft. planning grid both horizontally and 


vertically (inside dimensions) to eliminate cutting and 
fitting of sheet materials. 

In American domestic architecture, the 4-in. unit has 
been a significant dimension for many years due to the 
early selection of 16-іп. and 24-in. stud and joist cen- 
ters for frame construction. This has led to the develop- 
ment of sheet board materials in 4-in. multiples, such 
as 48 by 72-in., 96-іп.. 120-in., and 144-in. Many plaster 
bases come in 16- by 48-in. sizes, while insulating 
blankets and batts have been developed to fit framing 
at 16-in. and 24-in. centers. Today, practically all avail- 
able stock windows in wood and metal are coordinated 
to 4-in. increments, or multiples thereof. 


Selection of 4-ft. Unit 


As the sheet materials referred to above have com- 
mon dimensions of 4 ft., it was found advantageous to 
design with a 4-ft. plan grid, and to enclose such spaces 
with whatever wall combination was desired for each 
individual case. Detailed development of the plans has 
shown that this basic planning assumption produces 
the minimum of cutting of interior finishes. Similarly, 
panelization of the exterior is efficiently possible. pro- 
vided a corner post or cover plate detail is devised to 
compensate for wall thicknesses. 


Standard Structural Span 16 ft. 


Analysis showed 2- by 10-in. floor joists to be readily 
available and capable of meeting most code and FHA 
requirements at 16-ft. span, without intermediate 
girders or footings. Coincident with this is the fact 
that 16-ft. clear span is the minimum dimension at 
which a proper single-run stair can be run in the direc- 
tion of the span, with an adequate landing at each end. 
The 16-ft. span also permits the use of a very simple 
tied rafter type of roof truss, readily assembled on the 
floor, and easily lifted into place by two men. There- 
fore, this 16-ft. span has been made the controlling ele- 
ment of the various houses developed. It was found that 
considerable variety in sizes and type was possible 
while maintaining this span. The same type of analysis, 
however, can undoubtedly be made by the individual 
architect in analyzing buildings of different span re- 
quirements. 


Plan Unit Dimensions | 


Applying the controlling span dimension of 16 ft. in 
width by a multiple of 4 ft. in length, major plan ele- 
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Upstairs bedrooms may be added to the L plan by adding a 
second story to one of the units of the first floor plan. The added 
bath comes in position to make plumbing connections economical 


-~l 
-4 


A wall section of a single floor wood frame house. Note .the 
10-ft. rafters have standardized plate and end cuts. Note in- 
terior partitions of 7 ft. 8%8-іп. studs with nominal ''2 by 45” 
top and bottom permitting partitions to be fabricated horizontally 
and turned to vertical placing, finally to be wedged tight at 
base with %-in. wedges 
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Here both 16 by 24 units of the L plan-have been given a second 
story, to provide three upstairs bedrooms. A third bath is added, 
but still positioned for economical connections throughout 
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ments of 16 by 24 ft. and 16 by 28 ft. were derived, and 
used in various combinations horizontally and verti- 
cally. For example, the first house selected for test de- 
velopment was a one-story house of two 16- by 24-ft. 
plan units placed together to form an “L” shape. 


Vertical Dimensions 


For houses having concrete floor slabs, 8-ft. studs 
are standard. resting on the 2- by 4-in. plate anchored 
to the concrete foundation wall. For wood floor con- 
struction, studs are standardized at 7 ft. 894 in. for 
both exterior and interior. The reasons for this are ap- 
parent from the assembly shown in section on page 78. 
as sheet or board interior finishes can be used without 
cutting. 


Roof Framing 


Тһе standard 16-ft. units are spanned by simple roof 
trusses 2-ft. on centers, constructed of 2- by 6-in. rafters 
with 2- by 4-in. ceiling ties supported at the center by a 
drop hanger to eliminate deflection. The 2-ft. spacing 
permits the chimney to be placed between trusses with- 
out special framing. Flat roofs are as simply framed as 
the floor. 


Windows 


While standard double hung wood windows, with 
spring or patent balances are shown, coordination is 
possible with fixed, casement or other windows of wood 
or metal, and any type of fenestration can be accom- 
plished within the modular framework. 


Mechanical Equipment 


There is recognized economy in a single plumbing 
system having kitchen and bath back to back and 
second-floor baths directly over bath and kitchen below. 
Standardized plumbing sections will permit pre-assem- 
bly or prefabrication or the development and use of 
utility cores. depending on local building codes and 
labor practices. Codes and practices which are unsound 
from the point of view of efficiency and economy are 
subject to change. 

Any desired heating system and equipment may be 
coordinated with the plans, from small space heaters to 
radiant coils or ducts. No attempt has been made in 
these early studies to analyze, select or advocate any 
particular heating or air conditioning systems. 

Тһе conventional wiring and electrical installations 
have been assured. 

It is hoped that the careful analysis and time studies 
now undertaken at the test houses at Urbana will show 
the possibilities of further economies both in design and 
in structural and mechanical assembly methods. 
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The advocated design and construction principles are adaptable 
to houses planned for maximum glass areas on their southern 
sides. The illustrations show a modern ‘‘solar’’ house of modu- 
lar masonry construction, with the plan developed on the 4-ft. 
module (interior dimensions). The use of 18-Н. joists over the 
living room provides both sunshade and balcony leading from 
all bedrooms to the terrace over the garage 


HOUSING AND THE,80th CONGRESS 


TS 80th Congress was disposed to consider many 
problems more pressing than housing — and when it 
reluctantly had to “do something” it preferred investi- 
gation to wholesale legislation and lavish appropriation. 
Decontrol was the order of the day. 

So doctrinaire housing took a walloping in the first 
session of the 80th Congress. It wasn’t knocked out 
but it was reeling against the ropes when the final bell 
rang. The battle between realism and housing theory 
will be continued during the recess and in the rounds of 
the next session. 

Background factors were the obvious failure of the 
Veterans’ Emergency Housing Program, the necessity of 
modifying controls following the demise of ОРА. and 
the devastatingly critical report of the Housing Com- 
mittee of the American Legion, largest and strongest 
veterans’ organization. 

In the Congress itself sharply contrasting attitudes 
predominated as between House and Senate. It is per- 
haps significant that the House was 100 per cent newly 
elected, while the Senate was only a third newly elected, 
had a slim Republican majority and a strong leader who 
had previously accepted housing ideas that originated 
with the New Deal housing bureaucracy. 

Economy minded. the Congress trimmed the appro- 
priations of the housing agencies substantially. Despite 
the position of leadership of Senator Taft and of his 
sponsorship. the National Housing Commission bill got 
very little attention, and beyond the gesture of a 
favorable 7 to 6 vote by the Senate Committee on Bank- 
ing and Currency, it might just as well not have been 
introduced in this Congress. 

Aside from the approval of Reorganization Plan No. 3 
setting up the Housing and Home Finance Agency as 
successor to the National Housing Agency, the attitude 
of Congress toward housing was almost completely 
negative. The passage of Reorganization Plan No. 3 
seemed contradictory to the other things the Congress 
had done in so far as housing was concerned. 


Setting the Stage for Congress 


Shortly after the November elections came the 8000- 
word blast of the Housing Committee of the American 
Legion against the Bowles-Wyatt veterans’ housing 
program. “Тһе program designed to solve this problem 
was not concentrated upon in an emergency light. A 
long-range program designed to treat a chronic condi- 
tion, rather than an emergency, was planned," said the 
report. Hence, the committee opposed the Taft-Ellen- 
der-Wagner long-range housing bill as "not germane to 
the veterans’ emergency housing situation.” 


80 


By Norbert Brown 


Тһе report asked for the removal or elimination of 
most controls, elimination of subsidies to manufacturers 
and prefabricators, and other implements termed by 
Housing Expediter Wilson W. Wyatt as the "heart" of 
the program. It was only a matter of days before Mr. 
Wyatt resigned, after the refusal of his recommended 
852,000,000 КЕС loan to the Lustron Corporation. 

'The new Housing Expediter, Frank R. Creedon, com- 
ing from the decontrol-minded Civilian Production 
Administration, within a few days of his appointment. 
announced that his program had "been worked out 
within a framework of our policy of relaxing controls as 
rapidly as possible" and in conformity with the Presi- 
dents housing statement issued on December 14: Prior- 
ity ratings were abolished: the system of set-asides of 
materials in the hands of dealers and producers was 
eliminated; the fixing of price ceilings on houses was 
dropped, but floor area of dwellings was restricted to 
1500 square feet; the prohibition of home build- 
ing by nonveterans was repealed. Controls were main- 
tained on "deferrable and nonessential" nonresidential 
construction. 

“The emphasis in the new housing program for 1947,” 
said Mr. Creedon, "is on affirmative measures and in- 
centives, rather than on controls." These incentives 
included premium payments to producers of building 
materials, guaranteed market contracts for prefabri- 
cators, broadened use of insured mortgage financing to 
encourage building of rental housing for veterans. 


The Housing and Rent Act of 1947 


Preceded by further relaxation ОҒОНЕ controls, effec- 
tive June 1, which eliminated federal permits on housing 
up to 2000 square feet in area, the Congress late in June 
passed the Housing and Rent Act of 1947, which, among 
other things, lifted practically all remaining controls 
over construction. The Act became law on June 30 when 
the President reluctantly signed it. 

The law has two titles, one relating to construction, 
and the second to rent control. Title I removed federal 
emergency controls over all construction, excepting of 
buildings designed for amusement, entertainment or 
recreational purposes, which continue to require permits 
from the Office of the Housing Expediter. It also ex- 
tended FHA Title VI mortgage insurance to March 31, 
1948, authorized ЕНА insurance of private short-term 
production loans to manufacturers of prefabricated 
housing, and gave 30-days' preference to veterans on 
new houses offered for sale or rent. 

'The aims of Title II of the Act were the subject of 

(Continued on page 136) 
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1886 Born March 27 іп Aachen (Aix-la-Cha- 
pelle), Germany 

1897-1900 Attended the Cathedral School in Aachen 

1905 Moved to Berlin 

1905-1907 Apprentice in the office of Bruno Paul 

1907 Built first house as independent architect 

1908-1911 Employed in the office of Peter Behrens 

1912 Worked on Kroller house, The Hague, 
Holland 

1912-1914 Independent architect in Berlin 

1914-1918 Served in the army 

1919-1937 Practiced architecture in Berlin 

1921-1925 Director of architectural exhibits for the 
November-gruppe 

1925 Founded the Zehner Ring 

1926-1932 First Vice-President of Deutscher Werk- 
bund 

1927 Director of Werkbund Exposition, Weiss- 
enhofsiedlung, Stuttgart 

1929 Director of German Section of the Inter- 
national Exposition, Barcelona, Spain 

1930-1933 Director of the Bauhaus, Dessau and 
Berlin 

1931 І Director of Werkbund Section "Тһе Dwell- 
ing," Berlin Building Exposition 

1937 First trip to the United States 

1938 Emigrated to the United States 

Director of Architecture at Armour Insti- 

tute, Chicago (since 1940, Illinois Insti- 
tute of Technology) 

1944 Became an American citizen 
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MIES VAN DER ROHE 


HE art of architecture has achieved no higher expression in our 
Tons than in the work of Mies van der Rohe. And yet, unlike Le 
Corbusier, Gropius, Oud, and Wright, he has received relatively 
little personal or professional publicity. His work, which is on ex- 
hibition from September 17 to November 23 at the Museum of 
Modern Art in New York, has shocked the traditionalists, inspired 
the imaginative, and made undisputed architectural history. His 
name is just becoming familiar to the general public. The illustra- 
tions for this article are from the monograph on the architect by 
Philip C. Johnson, published this month by the Museum. 

Mies was born in Aachen іп 1886. His father, a stone-mason, 
gave him an early understanding of the materials and craftsman- 
ship of building. As a young man he was influenced by three out- 
standing architectural pioneers, Peter Behrens, H. P. Berlage, and 
Frank Lloyd Wright. From Behrens he learned the importance of 
order and simplicity, from Berlage, the discipline of structural 
honesty, from Wright the possibilities of a new architecture. During 
the exciting years of artistic experimentation just after the first 
World War Mies designed a series of radical, imaginative projects 
that made him internationally famous among progressive architects 
and greatly affected the work of the next two decades. In 1926 he 
was appointed First Vice-President of the Deutscher Werkbund, the 
most powerful influence for quality in modern design, and organized 
the Werkbund Exposition at Stuttgart in 1927. He was Director of 
the Bauhaus School from 1930 to 1933. Of his executed buildings 
the most famous are the German Pavilion for the Barcelona Inter- 
national Exposition іп 1929, and the Tugendhat house, Brno, 
Czechoslovakia, 1930. These buildings have already become classics 
of the modern movement. 

In 1937 Mies came to America. As Director of Architecture at 
Illinois Institute of Technology he is now engaged in the most im- 
portant large-scale project of his career: the planning of the school's 
entire new campus. 

The buildings of Mies van der Rohe possess a unique purity. The 
basis of his design is the direct expression of structure. Through 
studied simplicity of forms and textures and the elimination of the 
superficial he achieves the ultimate refinement of proportion and 


shape. 
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(1) and (2) The Kroller house, the Hague, Holland, 1912, shows 
the formal asymmetric massing of Mies’ early Neo-Classic style 
During the period of artistic experimentation just after the first 
World War Mies discarded all traditional forms in a series of 
projects of such startling originality that they became landmarks 
in the history of modern architecture. (3) The 1919 design for an 
office building on the Friedrichstrasse in Berlin, and (4) the 
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1920-21 scheme for a skyscraper are glass sheathed steel skeletons 
of daring simplicity. (5) The 1922 project for a glass and concrete 
office building is the first, now-classic, example of the cantilevered 
ribbon-windowed building. (6) and (7) Project for a brick coun- 
try house, 1923. (8) Project for a concrete country house, 1924 
(9) Monument to Karl Liebknecht and Rosa Luxemburg, Berlin, 
1926. Photos on pages 82-88 courtesy Museum of Modern Art. 


ARCHITECTURAL RECORD 


» 
€ e "ase 


42-57% ES PPS 
LLLE T ейи 


59 


x AI XE 
ag tero TEE Тар a go Иөз 


SEPTEMBER 1947 ка 


1926-1935 


84 ARCHITECTURAL RECORD 


га? 
ІШ 
- 


13 14 


Mies’ most active building years were from 1927 to 1933. As Director of the Werkbund 
Exposition in Stuttgart in 1927 he designed (1) an apartment house and (2) a glass exhibit 
(3) and (4) The German Pavilion at the International Exposition at Barcelona іп 1929 is 
a concept of singular purity, with independent walls, flowing space, and rich textural 
contrasts. (5) (6) and (7) The Tugendhat house in Brno, Czechoslovakia, 1930, contains 
interiors of unusual perfection of detail. Mies is also famous for the furniture that he has 
designed for these buildings: (9) and (10) the much-copied steel tube MR chair of 1926, 
(8) the "Barcelona ' chair for the 1929 Pavilion and (11) and (12) the two chairs for the 
Tugendhat house. From 1931 to 1938 Mies developed a series of ''court-house"' designs, 
where the brick walls of the house reach out to enclose garden courts. (13) and (14) In 
the Hubbe house, Magdeburg, Germany, 1935, glass walls form the only separation be- 
tween these courts and the living space 
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As Director of Architecture at Illinois Institute of 
Technology in Chicago since 1938, Mies has de- 
signed the school's entire new campus. All the 
studies and executed buildings are remarkable 
for the careful proportioning of starkly simple 
forms, dependent for their esthetic effect upon 
the basic systems of construction used. (1) A cor- 
ner of the Library and Administration Building, 
projected in 1944, shows the design effect of the 
careful joining of steel, glass, and brick. (2) and 
(3) The Minerals and Metals Research Building 
completed in 1943, and (4) and (5) the Alumni 
Memorial Hall, 1945-46, both with Holabird and 
Root associated, effectively demonstrate how this 
design principle is carried out. A regular con- 


1943-1946 


struction system based on the same cubic bay, 24 
by 24 by 12 ft. high, unifies the buildings. Be- 
cause of necessary fireproofing the steel columns 
of the Alumni Memorial Hall are encased in con- 
crete, and the concrete faced with mullions. (6) 
To show that these mullions are not supports they 
are stopped just short of the ground. Another 
subtle refinement (7) is the indentation around 
the mullions, minimizing any unevenness of the 
brick edge. (8) and (9) Two versions of the same 
building, a project for the Promontory Apart- 
ments in Chicago, 1946, show the different ap- 
pearance that results from the choice of different 
structural materials: right, brick and concrete ver- 
sion, left, steel and glass version 


Hedrich-Blessing Photos 
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(1) апа (2) Mies’ project for a small museum, conceived in 1942, repre- 
sents the ultimate in flexible structure, reduced to its simples! terms. There 
are columns and a roof slab and floor plate with glass exterior walls 
Free-standing partitions allow complete interior rearrangement. Painting 
and sculpture on display become part of the architectural scheme, al- 
though never subordinated to it. The extreme simplicity of the setting is an 
ideal background for works of art. The exterior sketch shows the elongated 


horizontals of the transparent glass rectangle through which can be seen 
the curved wall of the auditorium on the right, and in the center, the sus- 
pended balcony of the Print Department. From the auditorium of this build- 
ing Mies has developed his radical scheme (3) for a concert hall, 1946, 
made of free-standing partitions and an acoustical dropped ceiling within 
a trussed steel and glass cage. In these latest designs, comparable to the 


important projects of the Twenties, Mies continues to pioneer in the develop- 


ment of experimental modern architecture 
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PLANNING FOR RELIGIOUS INSPIRATION 


By E. M. Conover, Director, Interdenominational Bureau of Architecture 


qo unprecedented figures on church building. 
under way and in prospect, could be evidence of a 
deep and widespread new religious impetus, posing not 
only a challenge for architects. but a certain responsi- 


bility. Yet many architects continue to be wary of 


church assignments and, in many cases, for continuing 
good reasons. There are still too many clients with in- 
flexible notions of what "looks like a church,” to the 


discouragement of religious expression in the best of 


contemporary forms and materials. 

But worse, there are still too frequent instances of a 
church committee bringing an architect to conference. 
not only in huge ignorance of his function and what 
services may rightfully be expected of him, but with 
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inadequate grasp of the aims and requirements of their 
own program. Nor is this entirely the fault of the 
committee. 

Тһе Interdenominational Bureau of Architecture, 
maintained cooperatively by the major Protestant de- 
nominations, has tried to spread comprehension of 
church planning as a distinctly two-fold operation. Be- 
fore the architect ever comes into the picture, the 
church, through its building committee, should make a 
complete program analysis and statement in its own 
language. of practices, objectives, and requirements. 
And the architect, in turn, should study and have thor- 
ough knowledge of this document before he commits 
himself to the job in any way. His possible suggestions 
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Above and left: a proposed 
church for a suburban site; 
Malcolm Graeme Duncan, 
Arch. Sanctuary will be fin- 
ished in natural stone with 
deep smoky blue ceiling; 
recessed "'downlights" will 
be rheostatically controlled. 
Full-height grille conceals 
choir and organ, visible to 
the minister but not to the 
congregation. Outside, the 
long canopied walk permits 
nine cars at once to unload 
under cover. Narthex has 
recessed coat racks; chapel 
is convenient for small wed- 
dings, etc. Broad corridor 
between social hall and 
kitchen acts as sound buffer 
and serving space during 
large dinners. Above stage 
is a full-sized scene dock; 
storage for banquet tables 
below. Storage units and 
partitions are movable 
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ав to additions, modifications or omissions in the pro- 
gram will be received with much greater understanding 
after his clients have thoroughly aired and drawn up 
their views among themselves. He should expect, and 
insist on receiving a committee-prepared statement of 
the program, just as he does a survey of the plot. 

Occasionally still, the Bureau receives such requests 
as a recent one from a committee for suggestions on 
orientation, "so we can tell the architect, who will visit 
us soon, how he shall face the building on the lot." By 
and large, however, programs submitted to us for review 
show a progressive understanding on the part of church 
groups as to what is their province, and what should be 
left to the competence of the architect. Certainly there 
is much more realization than formerly that each church 
is an individual problem, not to be solved in terms of 
stock plans or admired solutions for other programs. 
This progress is largely due to better public relations 
from the profession. The more that architects will under- 
take to write and demonstrate for non-professional en- 
lightenment, the greater will be the popular grasp of 
their services and objectives, and the way to successful 
religious expression in contemporary church architec- 
ture will be proportionately smoother. 

At the very worst, in a few cases there is an attitude 
still to be overcome, against even simple comfort and 
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efficiency in churches as somehow inconsistent with the 
true essence of religion and its practice. These minds 
must be persuaded that early Christianity flourished not 
because of the Catacombs, but despite them. In other 
cases, there may be a disposition to regard provisions 
for good lighting, hearing, heating and air-conditioning 
not as concessions to Mammon, but as desirable and 
even provocative religious adjuncts. However, commit- 
tee members who favor them in the abstract, when it 
appears that their adoption in the program will necessi- 
tate modification or elimination of sentimentally cher- 
ished forms, cling tenaciously to the latter. Enlighten- 
ment here may come along the lines of showing that 
powerful religious expression in past architectures came 
not as a result of Miracle or Revelation, but through the 
progressive and innovative use — by men — of the best 
materials, skills, and methods available to them in their 
times. This view does not deny that they were inspired 
by great faith and a sense of supreme purpose, a spirit 
such as we must have in our own times for like expres- 
sion. But, also, it does not imply that their forms are 
sacrosanct, nor that our persisting imitation or tokens of 
them show us to be similarly inspired. On the contrary, 
we show in this a poverty, if not a superficiality and dis- 
honesty in our own spirit. I do not believe that the men 
and inspiration behind Chartres Cathedral, if they were 
building today, would be nearly so constrained as we 
tend to be by the example of their own splendid past 
achievement. 

It should not be necessary, in writing for architects, 
to defend these remarks against inferred advocacy of a 
purely functional "machine for religion." This is a 
patent absurdity. Moreover, clients who protest against 
contemporary treatment that makes their churches look 
like factories or athletic field houses are not, simply on 
these grounds, to be charged with archaistic prejudices. 
I believe we are capable of creating a contemporary 
religious architecture that transcends industrialism as 
notable churches of the past transcended secular aspects 
of feudalism. Our churches need have no more earmarks 
of the machine and latterday materialism than Chartres 
has battlements and crossbow embrasures. 

In a number of cases still, the process of enlighten- 
ment may require that the architect draft an outline for 
the building committee's guidance, to produce a realistic 
analysis and statement of the church program. In the 
Interdenominational Bureau's capacity as consultants 
for this phase, we recommend the organization of data 
under a system of such headings as: Worship; Educa- 
tion; Social and Recreational; Administrative and Resi- 
dential; General Information. 

Worship. Туріса! data under this heading comprise 
present average attendances at morning, evening and 
mid-week services, with maximum figures for peak oc- 
casions such as Christmas and Easter, giving the archi- 
tect a basis for judging committee estimates of future 
seating requirements. Validity of these estimates will 
depend on the extent and accuracy of study given by the 
committee to the influence on regular worship attend- 
ance of new neighborhood conditions, and of new edu- 
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Above: chapel partitions and altar in Ist Congregational Church, 
Highland, Ill., are removable, to accommodate main-area over- 
flow. H. A. Brand, Arch. Below fellowship hall іп Mock's Crest 
Evangelical Church, Portland, Ore., has glass partitions and 
loudspeakers, for similar adaptation. D. W. Edmundson, Arch. 
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cational, social and recreational features contemplated 
in the program. 

Very few committees still show expectations in their 
programs of future worship facilities in terms of their 
largest estimated gatherings. But even two services on 
Christmas and Easter frequently will not take care of 
the numbers at these peaks. and some arrangement in- 
volving other-purpose spaces adjoining the nave will 
probably be necessary. The plans above show treatment 
of this problem in ways that have been successful in 
existing churches. 

Further economies in space handling are possible 
through the provision of a separate chapel appropriately 
scaled for worship by Junior and Young Peoples’ groups, 
which may be used also for the lesser adult services of 
evening and mid-week. Such a chapel (see top plan) is 
often further adaptable for handling peak-occasion 
surpluses, and can be used as a "worship center" for 
religious training by groups from adjoining classrooms. 

Also to be considered under the heading of Worship 
are such additional factors as: requirements for bap- 


tism; robing rooms; provisions for organ and choir. 

Education. 'The most extensive departmental break- 
downs for religious education are generally of this order: 
Nursery, for children two and a half to four years of аре; 
Beginners (Kindergarten), for four- and five-year-olds; 
Primary, six to eight: Junior, nine to 11; Intermediate, 
12 to 14; High School, 15 to 17: Young People, 18 to 23; 
Adults, 24 and over. The architects efforts to provide 
for these groups, either separately or in various combi- 
nations, will depend on estimated attendances and what 
are determined to be practicable class sizes in each 
category. Problems of space allowance per person com- 
plicate this phase of planning, with standards ranging 
from 20 to 30 sq. ft. each for small children to 6 to 7 
sq. ft. for adults in assembly formation. Instructional 
methods also are factors — the desirability of desks or 
round-tables; the use to be made of films and similar 
aids: facilities for project making and displays, etc. The 
majority of committees today are anxious to incorporate 
every possible up-to-date feature and device under the 
educational heading as a means of strengthening the 
entire religious program. 

Social and Recreational, or Fellowship requirements. 
Although most desirable, it is seldom that separate 
provisions can be made for all the elements under this 
heading that contribute to congregational solidarity: 
spaces for basketball, volley ball. table tennis; social 
parlors with fireplace and kitchenette for small gather- 
ings; large dining rooms with adjacent kitchen for total 
occasions; auditoriums with stage, dressing rooms and 
movie-projection equipment; meeting rooms for Scouts 
and other organizations. Successful planning by the 
architect for convertibility of spaces, from one social or 
recreational use to another, depends on the accuracy 
with which the committee appraises future participation 
in the various activities and the possibilities of staggered 
scheduling. 

General Information includes such data as car-parking 
requirements; conditions of water service, gas, electric- 
ity, sewage disposal; and other general factors of site 
and neighborhood. Perhaps most important under this 
heading is information on the state of the budget and 
financial plan. 

Limited budgets call frequently for an increment plan, 
whereby most-needed units are built first, to be enlarged 
or added to in the future with increase of membership 
and congregational affluence (see page 112). Also, it is 
often on the basis of budgetary limits that the best argu- 
ments can be advanced for the use of contemporary 
means. Faithful and durable accomplishments of tradi- 
tional appearances are expensive, and the conditions of 
long service, hard usage and mellowing with time are 
usually not to be met in surface approximations. Every 
instance of persuasion that more of the desired objec- 
tives in a program can be attained through discard of 
superfluous trappings in favor of the economies inherent 
in modern materials and methods, and the power and 
grace potential in contemporary design, brings us closer 
to a church architecture showing an inspiration at least 
equivalent to that in great periods of the past. 
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TOWARD A NEW ARCHITECTURE OF WORSHIP 


By Barry Byrne 


nes challenge of any major crisis in national or per- 
sonal affairs quickly reveals how unsubstantial is 
our crust-like surface of materialism. Тһе majority of 
our people still believe in God, in the existence of the 
soul and its immortality. Fashion has eroded that be- 
lief, and an often shoddy intellectualism has obscured 
it, but it still exists at the core of our national life. 

In an article on the design of churches this is essential 
to recall, for it is the belief in God, and the projection 
of that faith into forms of worship, which cause churches 
to be built, whether they be Jewish, Catholic or Protes- 
tant. This belief, therefore, is primary to the develop- 


ment of a creative religious architecture, and the center 
from which esthetic growth must come if churches are 


to achieve an architectural distinction bespeaking unity 
of structure, purpose and form. Architecture based on 


Chapel of St. Thomas More will be part of Catholic Student TRI 


NART 
NATE RETIRING 


Center at University of lowa. It will be steel frame, 


stone-faced, with large balcony. Barry Byrne, architect 
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literally rendered structure alone results in chill and un- 
suitable aridity; such a literalism can only create skele- 
tons, or frameworks of architecture. Тһе religious pur- 
pose of a church must be sensitively comprehended and 
expressed, to invest the skeletal, functional elements 
with something like a living quality. 

I do not think that this contravenes the dictum of 
Louis H. Sullivan, predicating architectural form on func- 
tion, for his building designs are ample evidence that he 
regarded function as including structure and purpose. 
Тһе latter, he must have held as possessing both prac- 
tical and symbolically expressive aspects. In separately 
emphasizing these two components of function, I hope 
to accentuate the difference between the arid literalism 
of contemporary doctrinaire functionalism and the 
greater thing, an esthetically resolved, living. contem- 
porary architecture. For doctrinaire functionalism is an 
off-shoot of that phase of cultural disintegration re- 
flected in many recent art movements of European 
origin. Ав such, it has no particular relevance to the 
problem of a: creative architecture in America, at least 
as relates to its expressive character. 

On the other hand, it must be admitted that the 
analytical character of the best of European modernism 
has definite value. Developments of a spatial nature, as 
shown in plans; the simplification of form; and the use 
of contrasting elements and masses, are all to the 
profit of architecture. However, I believe the rather self- 
conscious and too uniform stylistic manner that has ac- 
companied these developments cannot be considered a 
profound or lasting achievement. There is a good deal 
of evidence that what is merely a manner of design has 
been elevated to the plane of a universally applicable 
architectural prescription. Тһе acceptance of this idea 
by architects at large would be fatal to progress. 

European modern art and architecture derive their 
force from a reaction against academic forms of art and 
architecture. This makes them rootless, in the last analy- 
sis, for it limits their field to the realm of art, whereas 
it is in life itself that such activity must have its roots. 
Sullivan once indicated that the possibility of a creative 
architecture lay in the application of a “rule without 
exceptions.” By this he meant a rule so broad and ba- 
sically true that it should be applicable to all conditions 
of building, by all men. While this rule requires respect 
for function, which is of life, it does not end there. 


SENTIMENTALITY AND REACTION 


In contrast, it is the imaginative projection of func- 
tion into expressive form that makes a living architec- 
ture. And in seeking this transmutation of material and 
physical qualities, neither sentimentality nor romanti- 
cism can play much part. Instead, what is required is a 
higher realism, a super-realism, expressing the design 
potentialities of structure and use. In a church build- 
ing, moreover, we must beware of a sentimentalizing of 
religion that constitutes its grievous impairment. Тһе 
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reflection of it in a church woefully lessens its quality and 
even brings into question its right to be considered a 
piece of valid architecture. Sentimentality, and the false 
standards it has imposed on public taste, have been over- 
reflected in American church buildings, but growing 
understanding of the difference between genuine reli- 
gious structures and sentimentally impure types is most 
encouraging. The desire for growth of a creative church 
architecture is apparent, almost more so than the present 
ability of American architects to satisfy it. 

In opposition to sentimental or romantic religi- 
osity, modern Europe furnishes numerous examples of 
churches which are a reaction against it. Our tendency 
to imitate European models particularly necessitates a 
critical estimate of these buildings which, generally 
speaking, divide into two types. One of these is no 
more than a simplification of medieval types, allied to 
considerable esthetic knowledge of primary historic 
architectural forms. Тһе work of Domenicus Bohm is 
an instance of this at its best. I regard its contribution 
to the future of church architecture as negligible; the 
central problem of church design for a modern society 
will find no solution in such work. It begs the question. 

The other and more significant type represents a re- 
turn to function as a basis, often in a doctrinaire man- 
ner, in the mode of stylization promoted by the Bauhaus 
in Germany and the work of le Corbusier in France. 
Occasionally these last succeed in being true buildings 
and to that extent, at least, they have virtues of a 
basic kind. It is a less fortunate aspect of such work, 
however, that there rarely appears any fundamentally 
new resolution of the elements of plan, and the build- 
ings in question do not often succeed really in becom- 
ing churches. Nor, as a well-known ecclesiastic has 
stated, is this achieved by adding a cross, much as 
if it were an afterthought, as a sign to advertise the 
purpose of the building. Churchliness, in contrast, 
must be integral in the very fabric of the architecture. 
Its note, if one may generalize, should be that of gra- 
cious austerity. Barrenness, or meagerness, does not 
achieve this. 

A reasonable test of any such design is to temporarily 
eliminate obvious and identifiable symbols like the 
cross, and then to judge whether the design is religious 
in character. But the test has no value in cases where 
comprehension of the religious in architecture is strongly 
conditioned by recollections of medieval forms. And this, 
unfortunately, too often clouds the basis of critical judg- 
ment of efforts at contemporary design for churches. 
Such an architecture must be judged on its own merits 
as a religious product of the present, not of the past. 

The failure of most of European modernism 10 
achieve a satisfying churchly character is often mis- 
takenly assumed to be inescapable and inherent in the 
grammar of form that has mushroomed up about it. 
I have found this idea to be widespread and to exist 
particularly among churchmen whose interest in con- 
temporary art has led them to visit modern European 
churches. I may add that I have yet to find one of these 
personages who did not fully appreciate the desirability, 
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even the necessity, of а contemporary style in church 
architecture. They were disappointed only in not find- 
ing one that approached adequacy. That their view in 
many instances was affected by preconceived ideas must 
be granted, but I must in all honesty agree that the de- 
sign of many of these churches demonstrates an un- 
balanced preoccupation with the qualities of industrial 
buildings. In the between-wars period, industrialism it- 
self attained the proportions of a fetish in Western 
Europe and the Soviet, and this has had its reflection in 
architectural efforts. The relative honesty of the struc- 
ture of a modern factory building is an admirable thing, 
and what it reveals in this respect is basic to one aspect 
of architecture. A church, however, is not a factory nor 
can the design of it be approached as if what applied in 
one case fitted with the other. A like honesty, religiously 
expressed, would be right in a church, and it is a re- 
grettable fact that it so rarely exists there. A taste 
conditioned by a lack of honesty in architecture, we can 
be certain, will find the presence of honesty a rather 
trying circumstance in any case. Such a conditioning of 
taste probably, too, explains the attitude of some critics, 


VALID AND SUPERFICIAL MODERNISM 


The general skepticism about the possibility of suc- 
cessful contemporary design in churches is partly due to 
a failure to discriminate between the more valid modern 
design and its superficial imitations. As this superficial 
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St. Francis Xavier Church, Kansas City, Mo., will be steel frame with exterior stone facing. Barry Byrne, Architect; Joseph B. 
Shaughnessy, Associate. Models for this church and Chapel of St. Thomas More were by B. J. Parks and Z. H. McClanahan 
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modernism exists іп America in great quantity, it 
unfortunately influences people's view of the entire 
trend in style. One would be over-dignifying such design 
by ascribing to it the qualities of a legitimate architec- 
tural grammar. As a matter of fact much that is current 
in form, even in relatively good work, is only in the na- 
ture of clichés. Bad modernism, moreover, is made up 
almost exclusively of clichés, used as short-cuts in the 
design process to achieve a specious effectiveness and to 
cover a lack of knowledge and imagination. 


MODERNITY IN TRADITION 


As true church architecture must be of enduring 
character, linking the present to the past, as well as to 
the future, the value of this superficial modernism for 
church use is rightly brought into question. Bad archi- 
tecture is only bad architecture. The label of modernism 
does not change that badness, and skepticism as to its 
enduring value is entirely warranted. While we can only 
design in our time and must accept the limitations that 
this imposes, a true church, and in fact all true archi- 
tecture, is actually timeless. It is not, therefore, a matter 
of fashion. It must endure in common respect through 
generations, and bad modernism does not endure in 
respect for a decade. At its esthetic best it is only ef- 
fective, and objective effectiveness із itself an architec- 
tural vice. 

There is no formula, no quick method, for achieving 
an architecture expressive of religious purpose. It is too 
profound in its implications to permit this, for it is re- 
lated to long-range social aspects of life that mature 
slowly. Successful relationships, in this respect. of past 
architectures that were religious in type have made them 
endure in their implicit quality, and as records of the 
cultural periods which they graphically represent. In 
these periods they were themselves once "modern." 


THE FUTURE IS IN TERMS OF THE PAST 


It is not, as stated before, the current congeries of 
relatively synthetic forms that is the basically important 
achievement in contemporary architecture. What is of 
universal value is the general return to age-old princi- 
ples of exterior form as the esthetic resultant of interior 
space, achieving architectural integrity through the 
relationship and expressiveness of the building fabric 
that encloses it. Although the Romans, as we know. 
separated themselves fundamentally from the architec- 
ture that preceded them, by their preoccupation with 
interior space as a determining factor in their baths and 
basilicas, the logical esthetic development of this 
profoundly revolutionary idea had to await the architec- 
ture that grew up around Byzantium, where structure 
and purpose were fused into new forms, in which ele- 
ments of interior space determined exterior mass and 
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details. It was, furthermore, the exemplification of this 
idea that produced all great church architectures, down 
to the decline of the medieval culture. The innovation 
appeared in Rome, the consummation in Byzantium. 
And in returning to this basic and far-reaching architec- 
tural conception, we are taking our rightful place as 
heirs of Mediterranean culture. 

Contemporary architecture of the significant kind 
has added to this concept. or rather, it might be more 
exact to say, has developed it. The revolutionary ele- 
ment in Frank Lloyd Wright's plans lies in his new 
use of this old idea, and, as evidence amply indicates. 
his application possesses a natural dynamism that has 
influenced, if not determined, a world-wide architectural 
trend. Beyond this achievement, he makes a new and 
significant departure, for he demonstrates that interior 
space in architecture is a subdivision of general exterior 
space. His plans unify one with the other. He, therefore. 
in a continuity of tradition, has enriched and added to 
it in a fundamental way that is important in what it 
portends for the future of architecture. In this, of course. 
I am particularly thinking of potentialities rather than 
of accomplished form. His architectural forms are his 
own; this innovation is his bequest to the future. 


PLAN: THE BASIS FOR INNOVATION 


Granting the special facts of worship and its require- 
ments of seclusion and detachment from the material 
world, I would say that the future of a vital church ar- 
chitecture largely depended on the application of this 
concept of continuous exterior and interior space. com- 
bined with fresh resolutions of interior space to clarify 
and intensify given forms of worship. All of this, it will 
be seen, has to do with the building plan, for in that lies 
the intellectual basis around which interior space is 
evolved. And in the building plan, architecture has its 
beginning. А new, logical plan having its inception in 
the purposes of worship will inevitably lead toward a 
new architectural form, but the approach must not be 
vitiated by desire for trivial innovation or novelty. The 
dynamic element must be found in the nature of the 
problem of a church itself, and not be imposed upon it. 
Super-imposed, simulated, muscular dynamism of a 
specious type is one of the less fortunate aspects of much 
of architectural modernism. 

The attainment of a symbolic expression of wor- 
shipful function in the whole church, by legitimate 
esthetic means, is the real objective. And an enduring 
quality should be of vital concern to us, for the worship 
of God, to which churches are dedicated, is a profound 
and not a transitory matter. There are some who will 
disagree with my ideas of what is important, but I think 
they can scarcely be persons who would be happy in 
designing a church. This article is not addressed to 
them but to persons who, like myself, believe in the 
primary necessity of the worship of God. and hope to 
design in a way that is suitable. 
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CHILDREN'S CHAPEL, BROOKLYN 


Joseph Salerno, Architect 
[| Eri 2 


STALLS 24 


ge width between existing walls encouraged the use of a 
centrally-located altar in this new chapel for the Angel Guard- 
ian Home. This arrangement, affording better view of the Mass and 
bringing the entire gathering into closer relationship with the 
essential elements of worship, is increasingly favored for general 
adoption. In this case it also makes the altar immediately visible 
from the main entrance. Sanctuary carpeting of deep green and a 
dark blue rubber-tile floor will further emphasize the altar's im- 
portance. The symbolic living vine behind it will be bedded in 
white marble. Side walls are slightly canted inward, with cove 


lighting on top. to give an effect of spread to the ceiling. 
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CRYPT CHAPEL, LATROBE, PA. 


Emil Frei, Designer 


IMESTONE slab altars in the crypt of St. Vincent’s Archabbey 
follow the general key of extreme simplicity. Eventually 
each station will have a triptych similar to that over the main 
altar by Jan Heryk de Rosen. These will be the principal color 
notes, set off by the black and white tonality of Emil Frei’s 
windows, typified at right. Shades of the glass range from 
bluish to silver grey: details are a black vitrifiable pigment. 
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"AN AMERICAN SYNAGOGUE FOR TODAY AND TOMORROW" 


With this statement of theme, the Union of American Hebrew 
Congregations is currently holding a series of conferences ''as 
first steps in the direction of well-planned and distinctively Jew- 
ish buildings, avoiding the false traditions of the past." The 
opinions given below were expressed at the initial session, held 
recently in New York City. Professor Franz Landsberger of 


n Landsberger: "It was the synagogue which first 
suggested the concept of a congregational house of 
worship, adopted by Judaism’s daughter religions, 
Christianity and Mohammedanism. But as Christians 
and Mohammedans continually increased in the size and 
number of their communities, and as the Jews were 
scattered further among them, synagogues were built 
according to the various architectural patterns of the 
non-Jewish world. The synagogue in Kai-feng-fu in 
China closely resembles the pagodas of that land. 
Though original in conception, the synagogue never de- 
veloped a form or style of its own. In the middle ages, 
Moorish and Gothic synagogue styles were expressive 
of the spirit of the age, with which the Jews were also 
impregnated. But with the passing of time we too have 
changed and cannot return artificially to the past." 


Harry M. Prince: "Reform Liberal Judaism in the 
United States is a vital, progressive movement. It is out 
of place equally in a Byzantine or turreted mosque, in 
a Romanesque adaptation, or in a copy. good or bad, 
of a Grecian or Roman temple. I was recently given a 
design to criticize of a proposed synagogue for the West 
that lacked only a cross on top to be a Catholic mission 
church. Тһе design itself was excellent but it no more 
expressed Jewish functionalism than a Gothic Cathe- 
dral.” 


Percival and Paul Goodman: “There is a tradition in 


the synagogue: the tradition of the service, of the sacred 
objects and furniture, and — to a degree — of the ico- 
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Hebrew Union College is Visiting Consultant in Architecture to 
the U.A.H.C. Нагу M. Prince, A.I.A., is the organization's 
regular Technical Consultant; his proposal for a medium-sized 
synagogue (above) is one of several shown at the conference. 
The notes by Percival and Paul Goodman appeared originally 
in "Commentary ', published by the American Jewish. Committee 


nography — its symbols and decorations. There is also 
a tradition of the congregational functions of the build- 
ing. А tradition of synagogue building can be drawn 
from the tradition that exists, the service and the con- 
gregation; it cannot be imported where it does not exist, 
and should not exist, in the construction and style. 


“Тһе fundamental act of the service, the reading of the 
Law, comprises, orthodoxly, taking the Scrolls from 
the Ark, carrying them in procession to the reading 
desk, calling up the men of the congregation for the 
reading, raising high the Scrolls for all to see, dressing 
them again, and returning them in procession to the 
Ark. This complicated choreography contains a wealth 
of material for functional design. 


“The outdoor booth for Succoth provides another 
example of the relation of service and plan. This calls 
for a garden plot, which during warm weather can serve 
also for collations, and — perhaps most important — as 
a milling-round space for such of the congregation as go 
outside during long services. 


“Тһе service throughout is a reading of prayers and 
everyone has a book; the light must be bright and white. 
Тһе visible congregation is of the essence; the mys- 
terious brilliance of stained glass is glorious, but it is not 
ours. 


" Decoratively, the role of the architect is to provide a 
setting for the sculpture and furniture of the Ark. the 
desk and light, the Scrolls. Decoration in the synagogue 
calls for a much closer integration between architecture, 
sculpture and painting than we have seen.” 
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A NEW TRADITIONAL LIGHT 


Percival Goodman, Architect 


ELIEVING that "there is a tradition in the synagogue" 
B (see page 97), the architect concentrates here on 
settings for historic functions of ritual and congregation, 
uncomplicated by external impositions of the past. 

Тһе proposal shown on the page opposite, for an in- 
terior city location, insures privacy by a solidly enclosed 
perimeter. Тһе fore court serves ritualistically for the 
outdoor festival of Succoth, and at other times for 
gatherings in connection with the social hall. Interior 
treatment of the worship space is calculated primarily 
for congregational participation in the service, and for 
focus of attention on the sacred symbols and furniture. 
The plan at bottom of the page shows a variation of the 
same elements suitable for a location permitting more 
outward contact, and a variant seating arrangement for 
more intimate participation by the congregation in 
worship. 

Plans and perspectives on this page show essentially 
the same elements and relationships carried to larger 
scale for a suburban site. The detail view is toward the 
lobby and chapel from the interior court. 
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ST. ANN'S CHURCH, ST. LOUIS: 


3 „җе. | hake OFFICE 
> Joseph Denis Murphy 
E | 
Pe A ——— — 2259 de RT Architect 
4 5 E е <> ; 
садан далдын ar, 
حا‎ 
p EL 
= The nave, seating 850, is arranged so 
` © that every seat is within 105 ft. of the altar, 
= with a full and unobstructed view. The 
e floor slopes slightly toward the sanctuary; 
асы central ceiling height is about 26 ft.; side 
= 
ELI heights, about 13 ft. Central portion of the 
и 
EX nave is daylighted by round skylights; 
3 حح‎ 
ү =ч 
LI 


side portions by continuous windows over 
the confessionals and shrines. Night light- 
ing is from concealed sources. 


Exterior walls are of smooth-finished 
Indiana limestone. Over the main entrance 

faa do e 
T is a statue of St. Ann and the child Virgin 
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NEW DEPARTURE WITH AN ANCHOR IN TRADITION 


ONTINUITY of tradition will be maintained in this "revolves internally and externally about the altar. The 
C new church for St. Ann's Parish in Normandy, a sanctuary, consequently, is the highest portion (36 ft.), 
suburb of St. Louis, by retaining the old tower. At its and the richest materials and effects have been concen- 
base will be a chapel using stone and other materials trated here." Тһе background window scene of Calvary, 
from the original structure. with three dominant crosses, will be a tapestry-like de- 

“The design of the new church,” says the architect, piction in stained glass by Emil Frei. 
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HE architect describes Monterrey as a city "with a 
Es and precarious life, materially and culturally. 
during all the time of the Spanish colonial period. For 
this reason, it is practically devoid of the Baroque and 
Churrigueran precedents to be found in the churches of 
Querétaro, Mérida and other cities of the territory. 
Recently its economic and industrial development has 
been very rapid. At the same time, there has been an 
intensifying of religious spirit, more favorable, perhaps. 
to expression in contemporary terms than if there were 
stronger local influences of traditionalism. Monterrey 
ін really a frontier city, spiritually as well as materially. 
producing steel, cement and glass. What was desired in 
this church was truly indigenous architectural and reli- 
gious expression." 

Denying that modernity "aspires to separate itself 
completely from the past," De la Mora says: "The new 
religious architecture takes from tradition not the 


formal but the essential. If today, we seek to solve a 


problem in support, we proceed according to principles 
that guided the best of the old builders, but with new 


Enrique de la Mora, Architect 


materials and methods at our disposal, we cannot help 
but arrive logically at new expressive forms. 

"Almost any material can be modern. Modernity does 
not depend so much on the nature of the materials as 
the manner in which it is used. Tile, for example. is 
still a splendid roofing material, particularly in this 
region. When used straightforwardly for this purpose. 
it is a respectable modern instrument. When used as 
mere decoration, with no regard for its true functional 
and structural values, it becomes debased and un- 
worthy. But the modern material par excellence is rein- 
forced concrete. 

"Religious architectural forms of the past accurately 
reflected the times and inspiration that brought them 
forth. In the past century there was degeneration into 
banality, due undoubtedly to degeneration in religious 
vitality. What is required today is a stripping bare of 
trappings. This does not mean impoverishment. There 
is a greater wealth today than ever before of means by 
which the new religious spirit can be made to stand out 
clean, unobscured and strong." 
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CHAPEL FOR PENNSYLVANIA INDUSTRIAL SCHOOL 


Alfred Hopkins & Associates, Prack & Prack 
Architects 


d ae factor in making the Rockview School environ- 
ment “as little like a penal institution as possible” 
will be the chapel, designed to bring the Nittany Moun- 
tain Range into spectacular view from the interior. The 
large clear-glass windows will also overlook a garden 
and flagstone terrace, to be used as a dais for summer 
services. Proposed construction is concrete frame and 
cavity wall, using colored concrete blocks manufactured 
at the school for walls both inside and out. Trim will 
be stone, locally quarried by the inmates. 


TERRACE 


RELIGIOUS 
ACTIVITIES 


SECTION THROUGH NAVE pA to 5 
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TEN RURAL CHURCHES FOR KANSAS CITY DIOCESE 


Julian Whittelsey; Dom Hilary Martin, O.S.B. 
Architects 


HIS plan was developed, in collaboration with Charl- 
Ten Fortune of the Monterey Guild, to provide 
churches from diocesan funds for Catholic communities 
of limited means. Reversed position of the sacristy 
(roofed portion, left) and alternate locations for the 
entrance porch give variety. Tower doubles as confes- 
sional booth and as chimney for furnace under sacristy. 
Choir enters at a lower level behind altar. Specifications 
were in various materials, depending on local availa- 
bility; version below is at Harrisonville, Mo. 


Charles Brenneke Photo 


Е. 5. Lincoln Photos 
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PROPOSED CHURCH GROUP 
FOR NORMAN, OKLAHOMA 


A Project Study by R. Bruce Miller, 


School of Architecture, University of Oklahoma 


HIS project had two objectives: to gain credit for the 
Тот toward a Bachelor of Architecture degree, 
and to serve "as an educational aid in the building pro- 
gram of a local Presbyterian church." Success for the 
first is now a matter of record. For the second, there is 
strong likelihood that the project will be adopted sub- 
stantially in its present form by the church building 
committee. 

Structural frame will be all welded steel diagonal 
grid. supported by reinforced masonry columns and 
masonry bearing walls. Exterior finish will be buff- 
colored facing brick: gray unfinished concrete; exposed 
copper; gray asphalt paint on roof surfaces: and gray 
smooth-finish concrete paving surfaces, divided in mod- 
ular squares. All major glass areas in the sanctuary and 
chapels will be clear-pane. 

Shape of the sanctuary "offers the most economical 
spans for the given needed volume, and contributes to 
the desired illusion of height. Verticality is further ac- 
centuated by the fins and the slightly arched ceiling 
surface. The fins also exclude direct sunlight, and assist 
in directing the focus of attention toward the altar." 
The campanile, situated at the center of the group, is 
"the only symbolic marker.” 


FELLOWSHIP HALL 


OUTSIDE 
WORSKIE 


ТІГІП / 


GALA EMI / 


Student chapel is for worship training and 
services of the younger members. Chapel at 
center of the plan, for adult worship and 
meditation, is really ' ‘the psychological center 
of the group, which accounts for the place- 
ment of the campanile. Not shown in the plan 
are balconies over the main sanctuary and 
central chapel, and second-floor classrooms 
for high-school, college and adult groups 
in the educational wing. All classrooms 
have movable partitions. Service pantry 
between fellowship hall and lounge is con- 
nected by dumb-waiter with kitchens below 
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COMMUNITY CHURCH 
NEW YORK CITY 


Magoon and Salo, Architects 


ms was an unusual problem," say the architects, 
"for an unusual congregation. It is a liberal church 
with a membership including all creeds, races апа 
colors. This freed us: considerably from traditional 
stipulations." 

Required seating for 1,000 and limitations of the plot 
necessitated the large balcony, developed to interfere as 
little as possible with primary requisites of light and 
spaciousness in the worship area as a whole. Simplicity 
is achieved through use of the same face brick on the 
interior as on the outside, with focus brought to the 
sanctuary and altar by broad surfaces of marble. 'The 
chancel is flanked by two organs, behind louvers of red 
slate with bronze trim. Woodwork is bleached oak: 
ceiling, acoustical plaster. 

"Lighting fixtures are more in accordance with 
present-day efficiency standards than with traditional 
appearances." Theater seats are combined with pew 
backs for comfort, and economy in spacing. Entire 
building, including social areas, is air conditioned. 


e 
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Uc ee | EPISCOPAL CATHEDRAL 
8 HAVANA, CUBA 


| | Coffin and Coffin, Architects 
co 
E ORTY years ago, Architects Cram, Goodhue and 


| ЕЕ а re | ті Гео беши] the өнікті Cixthedral Church of 
1 (мне омма | the Holy Trinity, built on a site now distant from most 

rnt. sima tut ln Р of the congregation's living places. Need for centralizing 
j the cathedral, school, and residences of the Bishop and 
Dean in one location gave further basis for a new 
structure. 

“No traditional style was desired, but as the choir and 
sanctuary furnishings of the former cathedral are of fine 
design and workmanship, they have been salvaged and 
incorporated, according to their original plan, in the new 
building. This gives the congregation a transition or con- 
tinuity from the past to the present.” 

Concrete arches have been used in the nave both to 
eliminate columns and to implement the clerestory, con- 
sidered a most desirable feature for the Cuban climate. 
Construction throughout is reinforced concrete skele- 
ton, designed to withstand winds up to 130 m.p.h., with 
brick filler walls and partitions. Ceilings of nave and 
chancel are acoustical tile: lighting is indirect fluorescent. 
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UNIT PLAN, DALLAS, TEXAS 


Tatum, Alexander and Quade, Architects 


ROWTH toward final objectives of the Preston Road 
Christian Church will be by unit stages. First units 
will be those shown in plan as Administration and 
Commons buildings, their original designations. The 
model (photo above) shows them in such character, at 
a time when "the most vocal committee element wanted 
something colonial." Latest phases (below) show the 
Commons Building revised. in the light of restudied 
needs, as an educational unit, and since the Administra- 
tion Building auditorium will be used at first for wor- 
ship, this unit now has a more churchly appearance. The 
more contemporary character in general results from 
"reasons of economy and sincerity.” 
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F good hearing is to be achieved in an 

auditorium, care and forethought 
must be given to the subject from the 
very outset of the planning. Three 
major items require the consideration 
of the architect: (1) the effect of the 
design, including shape and size: (2) 
the sound-absorptive qualities of the 
materials to be used as an interior 
finish; and (3) the possible need for 
electro-acoustical amplification. Each of 
these must receive critical study to 
provide suitable solutions to any acous- 
tical problems without interference with 


esthetic or practical considerations. 
Design 


The greater the size of the auditorium. 
the more urgent is the problem. In any 
large enclosed space. it is usually diffi- 
cult for the speaking voice to be heard 
without strain. both on account of the 
long distances to which the sound must 
carry and because of the confusion 
created by the reverberation, a factor 
which is directly proportional to the 
volume of the room and to the loudness 
of the originating sound. Height in- 
creases the volume of the room and hence 
the reverberation, and causes direct 
reflections from the ceiling to be damag- 
ing rather than helpful. 

Another factor in the design which 
should be watched is the curvature of 
walls or ceilings. Concave curved sur- 
faces like domes or arches act as mirrors 
to focus the sound in certain definite 
regions and thus produce echoes or sound 
images. Curved walls will do the same. 
The radius of curvature of ceiling sur- 
faces should always be either consider- 
ably less than the height or greater than 
twice the height. Any radius between 
these limits is likely to cause trouble. 
Curiously enough, the wrong curvatures 
are generally the ones which most appeal 
to the architectural eye. 

Due to reverberation and to reflection 
from surfaces distant from the ear. some 
portions of an auditorium are especially 
poor for hearing. These are commonly 
but erroneously called “dead spots.” In 
a cruciform church this region is usually 
near the center aisle just back of the 
crossing. In a rectangular auditorium it 
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THE ACOUSTICS OF CHURCHES 


By Clifford M. Swan, Acoustical Engineer 


is about two-thirds of the way back. 

For all of these reasons, large churches 
require special care in eliminating or 
correcting possible sources of trouble. 
Small churches are more easily dealt 
with, but even these have their prob- 
lems. In any case, these factors must be 
studied and provision made for acousti- 
са! correction while the building is still 
in the planning stage when the change of 
a pencil line can obviate expensive or 
difficult structural changes later. 

In connection with the design, a word 


should be said about the best location 
for sources of sound. When no electrical 
amplification is used, the best place for 
speaking is from the altar, while the 
worst place is on the axis of the church 
at a distance from a wall, as, for instance. 
from the chancel steps. Pulpit and read- 
ing desk should be placed at the side 
against a wall or column. Sounding 
boards are of little value, but if used 
they should never be curved but always 
horizontal plane surfaces of considerable 
area hung low over the location most 


Photo: R. Guastavino Co 


Structural acoustical tile is incorporated in building fabric; joints pointed with mortar 
Gothic Chapel at Cloisters Museum, New York; Allen and Collens, Architects 
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commonly used by the minister. 

Although i it is not the custom in many 
denominational churches, the best and 
most logical place acoustically for the 
choir and organ is in the rear gallery. 
The resonance needed for the music can 
be provided better here without inter- 
ference with the spoken word, and the 
distribution throughout the church is 
improved. 

As a rule, a wide auditorium is diffi- 
cult for speaking. The congregation 
needs to be in front of the preacher where 
it can see his face and watch his lips. 
Persons seated far on one side hear well 
only when the speaker’s head is turned 
toward them, in which case those on the 
opposite side are correspondingly ham- 
pered by being thrown into a sound 
shadow. Electro-acoustical distribution 
then becomes the only possible cure. 


Reverberation 


Excessive reverberation is an ever 
present menace to comfortable hearing, 
but it is readily cured by absorption of 
the unwanted sound reflections by 
suitable materials in proper amount 
and location. The larger and higher 
the auditorium, the greater will be the 
reverberation and the worse the confu- 
sion caused by it. Furthermore, the 
amount of reverberation increases with 
the loudness of the initial sound, so that 
attempted cures by public address 
systems simply make matters worse by 
making the initial sound louder and 
the reverberation more pronounced. It 
would seem as if there were a dilemma 
here, since reduction of reverberation 
lessens the carrying power of the voice 
while amplification in any marked de- 
gree restores the rev erberation. The 
answer lies, not in using “loudspeakers” 
to restore the sound level after absorp- 


To reduce reverberation, 


vaulted ceiling with acoustical plaster in St. 


Eggers and Higgins, Architects. 


tion, but in a limited amplification so 
designed as to reinforce the sound only 
in those regions where it is necessary, 
and then ouly to a degree which will 
make it comfortably heard. Before dis- 
cussing this, however, let us first consider 
the various sound-absorbing materials. 


Sound Absorbents 


Тһе usual fireproof building materials 
used in the construction et a church 
have little absorption for sound. Even 
wood sheathing has an average absorp- 
tion of not over six per cent. On the 
other hand, carpets, rugs, hangings, 
cushions and the clothing of the congre- 


. gation are highly absorptive, especially 


of the higher frequencies. If present in 
sufficient quantity and in the right 
places, these materials may correct 
conditions in a small church, but almost 
never in a large one. Additional absorp- 
tion must therefore be introduced, par- 


Photo: National Gypsum Co. 


wall ashlar is surfaced with structural acoustical tile, and 


Joseph's New Cathedral, Buffalo; 


Here, acoustical plaster is а weight-saving factor 


ticularly on surfaces in the upper part 
of the auditorium where reflected sound 
is most harmful, or indeed on any sur- 
face where reflections are not wanted. 
Тһе amount and exact location of the 
corrective materials is partly a matter of 
calculation and, even more, ofexperience. 
Materials used for this purpose may 
be grouped under four heads — acousti- 
cal plasters, sprayed fiber, felts, and 
tiles. (For noise-reduction coefficients of 
the various types of acoustical materials, 
see Time-Saver Standards, ARCHITEC- 
TURAL RECORD, March, 1944.) 
Acoustical plaster installations require 
careful supervision to make sure that 
their efficiency is not impaired by care- 
lessness or inexperience. While plasters 
have lower absorption coefficients than 
other types of acoustical materials, 
there are cases where surface curvature 
or low cost and weight make them 
desirable. Sprayed asbestos or rock wool 


(Left) Perforated acoustical tile being applied with adhesive to plaster face of vaulted ceiling. (Center) Another treatment of warped 
surfaces is with rockwool tile resembling travertine. (Right) Sound-absorbing asbestos fiber can be sprayed on prepared surfaces 


Photos: Celotex Corp.; U. S. Gypsum Co., and Keasbey and Mattison Co. 


} 


Photo: National Gypsum Co. 


Photo: U. S. Gypsum Co. 


Acoustical board of wood fiber applied between rafters and purlins; Grace Lutheran 
Church, Fremont, Ohio; Cram and Ferguson, Architects. (Right) Vaults and wall spandrels 
faced with acoustical tile in Church of the Holy Child, Phila.; George 1. Lovatt, Architect 


fiber has the same advantages and a 
very high efficiency, and offers a solution 
for domes and warped surfaces already 
built. 

In the early days of acoustical correc- 
tion, hair felt was the almost universal 
means of absorption. Today, felts are 
more usually made of rock wool or glass 
wool. While felt is now applied less 
frequently in churches, there are still 
cases where it can be used to advantage. 
It is useful for covering the ceiling 
panels between the purlins of a wood 
ceiling, but instead of its being covered 
with cloth or burlap as in former days, it 
is now concealed by perforated asbestos 
board which permits the free passage of 
sound through the holes and which can 
be painted as desired. 

Particularly suited to ecclesiastical 
architecture is acoustical tile, prefabri- 
cated to a fixed and definite absorption 
characteristic. Tiles may be classified 
under two heads, those which are 
non-structural and are glued to the 
treated surface, and those which are 
structural masonry materials incorpo- 
rated in the fabric of the building. The 
latter is used as a facing course either for 
wall ashlar or for vaulted ceilings and is 
strictly fireproof. At the time of the great 
fire which destroyed the interior of the 
Riverside Church in New York during 
construction, the acoustical tile was the 
only material undamaged by the heat. 
This material has been and is being ex- 
tensively used in the building of stone 
churches, from large cathedrals to small 
parish churches. Among these may be 
noted the Cathedral of St. John the 
Divine, Riverside Church. and Christ 
Methodist Church, in New York; 
Grace Cathedral, San Francisco; East 
Liberty Presbyterian Church, Pitts- 
burgh; Girard Chapel, Philadelphia. 
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Тһе illustrations show two interiors 
where this material was used. In the 
Gothic Chapel of The Cloisters Museum, 
New York. all of the vaults and ribs and 
the wall ashlar are surfaced with it. In 
the great naveof St. Joseph's New Cathe- 
dral, Buffalo, it is used for wall ashlar, 
while the groined surfaces of the ceil- 
ings are finished in acoustical plaster, 
the latter material being used in this 
instance because it is lighter than 
masonry construction. Normally, the 
masonry tile would be used for the vaults 
as well as the walls, as in the case of the 
Riverside Church and other churches. 

Тһе painting of acoustical materials, 
when necessary, is a matter to be under- 
taken only with the greatest caution. 
Since such materials depend for their 
absorptive value on the porosity, any 
form of paint which films over the pores 
will seriously reduce the efficiency, 
especially in the higher frequencies. 
Spraying with a thin paint is to be 
preferred, but where this is not possible 
the manufacturers of the acoustical 
material should be consulted. Some 
materials lend themselves more freely 
to decoration than others. Plaster is 
the most difficult of all. 

Amplification 

In large churches where it is difficult 
for the unaided voice to reach all parts 
of the auditorium, or where the audience 
is so scattered as not to be entirely in 
front of the preacher, it is desirable to use 
a moderate amount of electro-acoustical 
reinforcement, just enough to build up 
the intensity in those regions where it is 
needed for comfortable and distinct 
hearing. Тһе ordinary public address 
system is seldom suited to this purpose. 
Such systems are well enough for cover- 
ing large out-of-doors areas where loud- 


ness is the desideratum while quality of 
tone and high-fidelity are unimportant. 
They are not usually adapted to the nice- 
ties of the artistic solution whereby the 
sound is reinforced only in specified 
areas in an auditorium, and then only to 
such a degree as to produce easy under- 
standing of the spoken word without 
conscious awareness of the artificial aid. 
In order to accomplish this result, not 
only must amplifiers be constructed so 
as to give a faithful reproduction of the 
voice, but the sound-projectors them- 
selves must be designed for the same 
purpose and should be so placed and 
oriented as to distribute the reinforced 
sound only to those regions where it is 
needed. 

In the correctly designed system, 
only one sound-projector, or assembled 
group of such projectors, should be used 
for any one given source, and should be 
placed as near that source as possible in 
order to preserve the illusion of there 
being but one point of origin. In the 
case of a pulpit, the projector can be 
mounted directly above the preacher's 
head, on top of a canopy or tester hung 
over the pulpit. The projector is readily 
concealed from view by open-work 
tracery surrounding it. When the choir 
must be included in the amplification, 
or where there are transepts ог a very 
wide auditorium, supplementary pro- 
jectors should be added to the first, at 
the same point, and oriented so as to 
accomplish the desired distribution. 

In all cases of directing the sound 
from a projector, it should be remem- 
bered that persons seated near the source 
do not need the help of amplification. 
Only those at some distance need it, and 
the projector should be set at the 
proper angle to cover the remote seats 
and not those in front. 

In some churches, microphones are 
desired on the altar or reading desk or 
in the choir, and sometimes even for the 
organ. All of these cases will require 
study as to design, position and orienta- 
tion of the appropriate sound-projec- 
tors. The amplifier and panel-board for 
the whole system can be placed in a 
nearby room or unoccupied space. It is 
well to have a stop on the volume con- 
trol so that inexperienced or careless 
attendants cannot operate the system at 
a level louder than it was designed for. 

An amplifying system like the one just 
described should be designed to fit each 
individual case. Specially constructed 
systems of this sort have been installed 
in the Riverside Church and Trinity 
Church in New York City, East Lib- 
erty Presbyterian Church, Pittsburgh, 
Church of St. Andrew and St. Paul, 
Montreal, Worcester War Memorial 
Auditorium and other places. The some- 
what greater expense of such an installa- 
tion is amply justified by the perfection 
of the results. 
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SUBTLE SOUND-REINFORCEMENT 


Data from R. N. Marshall and C. W. Reynolds, Western Elec- 
tric engineers; and C. C. Randolph, Western Electric Shops 


NTIL a sound-reinforcement system 
U was designed for Centenary Method- 
ist Church, Winston-Salem, №. C.. one- 
third of the worshipers could not 
hear properly. Preliminary investigation 
showed that power amplification was 
not the answer: the average speaker 
could be heard. but not understood. Тһе 
problem was one of reverberation, ac- 
centuated by the location of the pulpit 
in the center between the two transepts. 
at almost the precise focal point of the 
domed choir section. 

In addition, low-frequency sounds 
were little absorbed while high fre- 
quencies were dissipated. due to the 
acoustical wall treatment which had 
been applied somewbat too thinly for 
uniform frequency absorption. Vowel 
sounds echoed around the church while 
the intelligible consonant sounds were 
rapidly removed from circulation. 

Acoustical correction meant creating 
an unobtrusive system that would (1) 


increase the ratio of direct to reverberant 
sound reaching the listener while (2) 
restoring the balance between vowels 
and consonants. 

Step (1) was effected by locating a 
number of sources overhead so that a 
plane wave of sound would be propa- 
gated directly over the listener’s head 
before reflection could take place. From 
overhead, phase differences are very 
small so that a person has difficulty in 
locating the true source. 

Step (2) was to use a special mi- 
crophone that accentuated consonant 
sounds, thus restoring the balance 
needed for good articulation. 

From a strictly sound-engineering 
viewpoint, best results were obtained 
with 10 speakers rigged 15 ft. overhead 
and 15 ft. apart in two rows over the 
two main rows of pews. However, this 
solution was architecturally embar- 
rassing. 

Instead, it was decided to mount six 


speakers 30 ft. overhead on the inside 
of each of the six massive pillars, con- 
cealed in specially designed housings 
which repeat the vertical lines of the 
clustered columns. 

The box was made from a wood frame 
and plywood ends. Sides are three pieces 
of formed aluminum sheet, welded at the 
inverse seams and screwed to the frame. 
The speaker baffle is above the bottom 
grille and set at a 15° angle. 

Finish simulates the neighboring 
stone; a flat base grey, followed by a 
brownish shading stain to match natural 
aging of the stone; and mortar lines 
simulated by a light grey stripe of paint. 
The sound aperture is covered by 
grey rayon cloth. 

Тһе careful listener. will occasionally 
notice that the sound is coming from a 
source other than the minister. Yet, the 
general aural illusion is good and helped 
by lighting the lectern so as to attract 
the eye to the minister. 


Centenary Methodist Church, Winston-Salem. Speakers are concealed in housings that repeat the vertical lines of the clustered columns 


116 


Ray W. Goodrich Photos 


ARCHITECTURAL RECORD 


AND NOW-THE PANEL-HEATED APARTMENT 


wo of this country's first panel-heated 

apartment houses are nearing comple- 
tion on New York's upper Madison 
Avenue. Both buildings feature apart- 
ments of the luxury type — to be sold 
as "cooperatives" — and require a high 
standard of occupant comfort. 

Тһе owners point to the advantages 
of panel-heating: (1) even heat over 
large areas; (2) comfort at lower tem- 
peratures due to the radiant effect and 
resulting lower humidity: and (3) clean- 
liness due to the relative absence of 
convection currents. At the same time, 
such a system calls for sensitive controls 
and flexibility of operation when used to 
heat living quarters, particularly in an 
apartment house with its diversity of 
exposures and varying occupant require- 
ments, 

Presented here are details of the panel 
system in one of the buildings, at 15 
East 91st St. 'The other, at 47 East 87th 
St.. resembles it in size. character, and 
heating arrangement. 

All apartments are heated by low- 
temperature ceiling radiation from pipe 
coils in two systems of panels, one for 
normal heating and the other for aux- 
iliary heating. The temperature of water 
in either circuit can be varied independ- 
ently. A careful system of temperature 
controls is provided for the automatic 
zoning of the building. and controls are 
located in each room for operation by 
the tenant. Controls are automatic in all 
master rooms; manually operated in 
others. 

According to John Pryke of Slocum 
and Fuller. consulting engineers on the 
project, ceilings are chosen as the radiat- 
ing surface because they provide a more 
even heating effect throughout the en- 
tire room, unobstructed by floor cover- 
ings and furniture. Floor-to-ceiling tem- 
perature differential is expected to be 
about 2? F. 

Тһе ceiling surfaces are heated by hot 
water circulating in pipe coils embedded 
within one inch of the underside of the 
5-in. floor slab or in hung ceilings, as 
determined by the architectural treat- 
ment of the room. Certain exposed rooms 
on the upper floors are also provided with 
wall coils located beneath windows to 
offset excessive heat loss. Interior bath- 
rooms have special treatment, in that 
radiation emanates from pipes just 
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Leonard Schultze and Associates, Architects; Slocum and Fuller, consult- 
ing mechanical engineers for radiant heating; Richard Crittall Radiant 
Heating, Inc., technical advisors; J. L. Murphy, Inc., heating contractors 


below the tile floor, to give a warm sur- 
face under foot. 

Тһе pipe coils are fed with water at 
temperatures varying from 80? to about 
110°, by vertical risers that run up the 
building columns. These riser mains are 
actually embedded in the brick column 
casings so that exposed pipe work is kept 
to a minimum. The riser mains in turn 
are fed by horizontal mains in the base- 
ment which run from the boiler rooms, 
and are keyed to each system. 


Auxiliary Panels 


As can be seen from the panel plan, 
the system is divided into two circuits, 
A and B, each supplied by different 
risers. The panels іп Circuit A follow 
roughly the periphery of the building 
and are concentrated near windows to 
offset “cold radiation,” an important 
factor in this building with its large 
window areas, These panels operate 
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(Right, Above) Panel-heated apartment house in New York; owners, 15 East 915) Street 
Corp., a subsidiary of City Investing Co. (Below) Detail of ceiling pipe coils. Pipe is 
placed within 1 in. of bottom of cast slab. Riser mains are embedded in brick column 


casings. “В” panels operate only when temperature falls below 35? 
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AUTOMATIC CONTI2OLS 


WHERE NOTED 


continuously when outside temperatures 
fall below 65°. 

Circuit B is comprised of coils 
interior panels, which serve as an aux- 
iliary system that functions only when 
outside temperature falls below 35°. The 
occasional wall coils also operate on the 
B Circuit. 


Controls 


Each master room whether living 
room, dining room, or bedroom, has its 
own thermostat, and minor rooms have 
hand valves so that tenants may regu- 
late room heat independently of the 
main controls. 

Automatic control valves are enclosed 
behind furred column casings with access 
the manual control valves are 
fixed in recessed metal wall boxes. 

In addition, Minneapolis-Honey well 
temperature controls are provided for 
various zones of the building. Because 
the panel system utilizes large heating 
surfaces, water temperature in the coils 
ordinarily will not much exceed that of 
blood heat: In Circuit A, it is 80? when 
outside temperature is 65°, and 110° 
when outside temperature is 35% in 
Circuit B, the water is 80? when outside 
temperature is 35°, and 110° when out- 
side temperature is 0°. Outdoor thermo- 
stats make adjustments for variations in 


doors: 


(Above! Typical apartment plan showing arrangement of pipe coils for low-temperature salu: linet өші wmd velodtr aud direc- 


tion. During the period of reduced heat 
requirements at night, a time-clock con- 
trol reduces the temperature of the water 


ceiling radiation. Panels are divided into two systems: “А” panels for normal heating, 
апа “В” panels for supplementary heating. (Below) Positioning shop-welded pipe coils 


within slab form. Connections are field welded; screwed joints occur only at the valves 


approximately 10? below that of its 
normal daytime temperature. 


Panel Installation 


Installation of the risers kept pace 
with the erection of the steel work of 
the structural frame. Ав the steel 
columns were being erected, the riser 
mains were clipped directly to them, 
care being taken that the required space 
for fireproofing was preserved between 
the pipes and the steel work. As soon 
as the forms for the floor slabs were in 
place, the shop-welded coils of pipe 
were laid in place and welded together. 
Тһе only screwed joints occur at the 
valves. As soon as the coils were con- 
nected, they were tested to 300 Ib. per 
sq. in. hydraulic pressure, and the few 
leaks in the welds repaired. 

At this stage of erection, the branches 
for future hung ceiling coils were also 
welded to the riser mains. After the floor 
slabs were cast and forms had been 
stripped and main carrier channels for 
the hung ceilings were in position, the 
hung ceiling coils were erected, con- 
nected, and tested. These hung ceilings 
actually form a part of the structure of 
the hung ceiling, the pipe work replacing 
the small furring channels normally 
used. Тһе control valve wall boxes are 
built in as the partitions are erected. 


PRODUCTS for Better Building 


Basic building units of lightweight demountable shelter developed by U. S. Army 


TROOP SHELTER 


Тһе 17. 5. Corps of Engineers is de- 
signing a prefabricated troop shelter for 
the Arctic that offers lessons in simpli- 
fied construction. Requirements are ex- 
acting. All building units must be light 
enough for transport by plane or glider, 
and capable of quick erection by un- 
skilled workmen. The units must be 
adaptable to buildings of different sizes 
and shapes that can be dismantled and 
reassembled. The finished buildings must 
be capable of being heated to 70? F. at 
an outside temperature of 70? below 
zero, and buck a 125 m.p.h. gale. 

Present plans call for a modular bay 
measuring 20 ft. by 8 ft. by 9 ft. high, 
which can be joined to others in any 
horizontal direction. Basic structural 
element is a rigid-frame assembly. The 
floor beam used is an open-web alumi- 
num joist resting on a jack at each end. 
Supported on insulated footings, the 
jacks eliminate the need for precise 
workmanship in the field since they can 
adjust the level of the floor beams for 
any terrain, 

Other structural elements are the two 
columns and roof beam which form a 
bent. Gusset plates are shop-fastened to 
the columns. In the field, the roof beam 
will be fastened to the gussets with 
through bolts. 

The interchangeable panels for walls, 
floors, and roof are of sandwich-type 
construction with an aluminum facing 
and insulating core. Those for the floor 
will be shop-finished with bonded wood 
surface, 1 in. thick; and those for walls 
and ceiling painted on one side to mask 
the metallic appearance and introduce 
some color into the shelter. 
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FIRESAFE STAIRWAYS 

In existing buildings it is sometimes 
a difficult feat to enclose stairways and 
wellways as a fire-protective measure; 
and even in new ones, particularly de- 
partment stores, the enclosing of moving 
stairways presents an unusual problem 
if they are not to be blocked off from 


the free passage of normal traffic. 

Also, some students of fire safety be- 
lieve that only too often enclosed shafts 
quickly fill with smoke and superheated 
gases when doors are opened to admit 
persons trapped in burning areas. 

А means of sealing off open wellways 
from the spread of fire through use of a 
combined water spray and ventilating 
system has been devised by engineers of 
the Grinne!] Fire-Fighting Laboratories, 
Westinghouse Electric Corporation, and 
Otis Elevator Company. Guiding prin- 
ciple is “to direct and control the natural 
forces generated by fire, rather than at- 
tempt to oppose them." 

In such a system (applicable only to a 
sprinklered building) outlets for a water 
spray would be installed completely 
around the ceiling opening of the well- 
way. This water curtain would act as a 
shield against smoke and flames, through 
which persons could duck to safety. To 
neutralize the pressure of hot gases which 
might send the smoke and fumes in gusts 
through the water spray, air intake slots 
would be installed completely around the 
opening inside the water outlets and con- 
nected with insulated ducts leading to an 
exhaust fan in the roof. The water spray 
would prevent flames from entering the 
ducts. In addition, an air intake at the 
top of the wellway would open auto- 
matically to provide a downdraft of 
fresh air to replace hot gases sucked out 
of the fire area. 

If the blaze were of sudden intensity. 

(Continued on page 142) 


How water-curtain and ventilator system act as fire check in sprinklered building 


Condition 1: In a small 
fire, vents around well- 
way remove smoke and 
fumes through roof ex- 
haust; fresh air enters 
at opening above shaft 

CONDITION ! 
Condition 2: If fire 
spreads, water spray a- 
round wellway protects 
opening without block- 
ing escape 


Condition 3: In extra- 
hazardous areas, flash 
fire will activate high- 
velocity jet spray di- 
recled down  stairway 
from above 
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Tri-Flex Grilles and Registers. 


MANUFACTURERS’ LITERATURE 


BUILDING MATERIALS 


Johns-Manville Building Mate- 
tials. А group of descriptive folders 
bound together: (1) Built-up Roofs; 
(2) Sound Control; (3) Transite Mov- 
able Asbestos Walls; (4) Ideas for Deco- 
rative Floors: and (5) Unit Construc- 
tion — Walls, Ceilings, Floors. Each 
gives design and installation informa- 
tion, description of products. specifica- 
tions, features. 20, 16, 24. 16, and 16 pp.. 
resp.. illus. Johns-Manville. 22 E. 40th 
St.. New York 16, N. Y.* 


COATINGS 


Prufcoat Protective Coatings. New 
pamphlet describing a "ar and ma- 
sonry paint evailable i in a variety of 
standard colors. Lists uses such as on 
concrete floors, structural steel, masonry 
walls, ventilating systems: gives spec sifi- 
cations; and includes full dirsations for 
application. 4 pp., illus. Prufcoat Labo- 
ratories, Inc., 63 Main St.. Cambridge 
12, Mass.* 


ELECTRONICS 
The Electronic Way. ^ non-technical 


explanation of electronics in terms of 
a hairpin, a window screen and a tin can. 
How the electronic principle has been 
applied in home heating controls, indus- 
trial controls, aircraft, ete. 8 pp.. illus. 
Minneapolis-Honey well Regulator Co., 
Minneapolis 8, Minn.* 


HEATING, VENTILATING 


(1) American Exbrook Boiler for 
Improved Automatic Heating; (2) 
American Arcoliner Wet Base Oil 
Boiler. Two circulars describing the 
latest additions to a heating equipment 
line: an oil fired unit for small homes (2). 
and an oil or stoker fired unit for large 
homes, apartments and commercial 
buildings (1). 4 pp. ea., Шив. American 
Radiator & Standard Sanitary Corps 
P.O. Box 1226, Pittsburgh 30. Penn.* 


Crotty Water Wall Furnace and 
Boiler Amplifier. Full information on a 
wall furnace and boiler amplifier unit 
featuring easy installation without exca- 
vation, increased capacity in any con- 
ventional boiler, and low maintenance. 
8 pp.. illus. Crotty Mfg. Corp.. 133-15 
35th Ave., Flushing, L. I., №. Y. 


Dravo Counterflo Oil or Gas 
Burning Direct Fired Heater (Bulle- 
tin 516). Bulletin on a new heater de- 
signed for industrial and commercial 
use; outlines in detail the application of 


ы Other product information in Sweet's File, 1947. 


stainless steel to combustion chambers 
used in this unit; diagrams and describes 
features; gives complete specifications 
and a capacity and dimension table. 12 
рр.. illus. Dravo Corp., 300 Penn Ave.. 
Pittsburgh 22, Penn.* 


40 Facts About Modern Radiant 
Heating. Non-technical discussion of 
radiant heating. intended chiefly for 
consumer use. Includes description of 
how radiant heating works, how it com- 
pares in cost with other systems, and 
what the advantages are. Also includes 
two pages of information on the Smith 
line of boilers. 12 pp.. illus. The H. B. 
Smith Co., Ine., Westfield. Mass.* 


The National Fitters Guide and 
Heat Loss Calculation Sheet. A simple 
method of figuring radiation and select- 
ing proper boiler size, based on the 
method of calculating building heat 
losses, determining the radiation and se- 
lecting the boiler that is recommended 
by the Institute of Boiler and Radiator 
Manufacturers. Тһе National Radiator 
Со. 221 Central Ave. Johnstown. 
Penn.* 


New American Blower Aeropel 
Home Ventilator. Full description of a 
built-in wall ventilator for use in the 
kitchen; has a white plastic grille which 
may be installed either vertically or 
horizontally. Installation. diagrams in- 
cluded. 4 pp.. illus. American Blower 
Corp., Detroit 32, Mich.* 


Rayduct: the Pipe for Radiant 
Heating. The considerable amount of 
general information on radiant heating 
contained in this manual was especially 
prepared by Raymond Viner Hall. 
А.1.А. It includes basic information on 
what radiant heating is and a detailed 
discussion of the principal features in 
the design of a radiant heating installa- 
tion. Pipe requirements and pipe layout 
systems are giv en for one-story struc- 
tures with concrete floor slab on the 
ground and with wood-joist floors, and 
for a two-story wood-frame structure 
with basement. chapter on general 
considerations in planning a 
heating system 


radiant 
covers selection and 
placing of pipe, grading and venting. 
boiler equipment, installation and fuel 
costs, effect on structure and finish 
materials, heat loss and lag, ete. Dia- 
grams and installation plans are supple- 
mented by photos of actual installations. 
Complete specifications for Rayduct also 
included. 44 pp.. illus. Bethlehem Steel 
Co., Ine., Bethlehem, Penn.* 


Catalog of a line of 26 standardized 
sizes of grilles and registers. Descrip- 
tion, specifications, sizes and list price of 
each unit in the line: engineering data; 
recommended delivery velocities; charts 
to simplify accurate selection of proper 
grilles. 20 pp., illus. Tuttle & Bailey, 
Inc.. New Britain, Conn. 


INSULATION 


Holding Low Temperatures with 
Better Insulation. Booklet covering 
how to select insulation and what to 
look out for: data on forms, properties 
and application methods; chapter on 
the principles and significance of vapor- 
proofing for various types of wall, floor 
and ceiling construction; graphs on rep- 
resentative thermal conductivities of 
various mineral wool forms; chart for 
computation of minimum insulation 
thicknesses to prevent condensation on 
cold surfaces іп various environments; 
recommended procedures for vapor- 
sealing of masonry, wood, block and 
plastered walls. 24 pp., illus. Industrial 
Mineral Wool Institute, 441 Lexington 
Ave.. New York 17, N. Y. 


LAUNDRIES 


Data for Architects and Builders: 
Laundromat-equipped Planned 
Laundries for Apartment Houses. 
Data useful in the planning of laundry 
centers in new and existing apartment 
houses and other types of multiple 
dwellings. Contains tables showing space 
requirements and hot water, electric and 
gas loads. 8 pp.. illus. Laundry Equip- 
ment Dept., Westinghouse E lectric Ap- 
pliance Division, 246 E. 4th St., Mans- 
field. Ohio.* 


LIGHTING 


(1) Germicidal Radiation by Silv- 
A-King (Bulletin 147-G); (2) A New 
Commercial Unit by Silv-A-King 
(Bulletin 447 FV). Announcements of 
two new units in the Silv-A-King line, 
each giving complete description, sug- 
gested applications, specifications and 
installation data. 4 pp. ea., illus. Bright 
Light Reflector Co., Bridgeport, Conn. 


Now: New MO-4 Mvulti-Breaker 
for Smaller Homes. Folder describing 
and illustrating a new unit offering fuse- 
less circuit breaker protection to smaller 
homes and providing a branch circuit 
load center for large installations. 4 pp- 
illus. Cutler-Hammer, Ine., 439 N. 12th 
St.. Milwaukee 1, Wis. 


Westinghouse Lighting Handbook. 
Revised edition of the Westinghouse 
pocket-size manual on lighting, consid- 
erably expanded and brought up to date. 
New features include a spectrum in full 
color. expanded information on distribu- 

(Continued on page 154) 


The Original Specification 
Was Right! 


HE building was a thing of beauty 
inside and out. It was ideally suited for 
its purposes in every respect— except опе. 


That deficiency made the building a dis- 
appointment to owner and tenants. The 
rooms and corridors were reverberant. 
Working quarters were noisy. 


When the owner complained, the archi- 
tect pointed out that unfortunately his orig- 
inal specification for sound conditioning 
had been eliminated in a penny-wise effort 
to cut costs. The only remedy—sound condi- 
tioning as originally specified, but installed 
at added expense because the building is 
now finished and occupied. This time, the 
recommendation was not over-ruled. 


Architects know that in most buildings 
sound conditioning is necessary for human 
comfort and efficiency. Even when every 
possible cost saving must be made, specify- 
ing sound conditioning is good practice— 
and good insurance of client satisfaction. 


Acousti-Celotex* sound conditioning ac- 
counts for only a negligible part of the total 
cost of a structure. 


When planning a building in which an 
atmosphere of quiet comfort is wanted, re- 
member this—more sound conditioning has 
been done with Acousti-Celotex than with 
any other material. That is significant evi- 
dence of Acousti-Celotex excellence. 
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The Celotex Corporation line of acous- 
tical materials is complete and up-to-date, 
as pictured and described in your Sweet's 
Architectural File. For the latest data on 
availability of any Acousti-Celotex mate- 
rials in the quantities your specifications 


è Eum a may require, consult the local Acousti- 

рей ге Tile since as Celotex distributor. Or address your ques- 

Sold by Acousti-Celotex Distributors Everywhere * In Canada: Dominion Sound Equipments, Ltd. tion to The Celotex Corporation, Dept. 
A PRODUCT OF THE CELOTEX CORPORATION, CHICAGO 3, ILLINOIS AR-476, Chicago 3, Illinois. 
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For low operating costs, high heating efficiency 


THIS ENGINEER RECOMMENDS OIL HEATING 


— PETRO preferred! 


Кае big buildings is big business. With oper- 
ating costs up, engineers, architects and management 
men today are depending on oil heat to hold heating 
costs down. 


"In our experience," says Mr. Meyer, “American 
industries owe a great debt to oil heating systems, for 
they have produced low operating costs plus high 
heating efficiency, combined with cleanliness, flexi- 
bility and quick steaming.” 


Of course, Petro Oil Burning Systems provide 4// 
these advantages. Designed to utilize every drop of fuel 
oil economically ... soundly engineered for reliable 
performance . .. Petro Systems are preferred by con- 
cerns like Mr. Meyer’s to whom years of uninterrupted 
oil burner service is a “must.” 


To satisfy your client with oil heat at its best, choose 
Petro. Your selection is reinforced by the reputation, 
financial stability and engineering leadership of the 
world’s oldest and largest exclusive maker of oil 
burning equipment — Petro. 


INDUSTRIAL MODELS: No. 5 or No. 6 fuel oil; manual, 
semi-automatic or automatic operation; 8 sizes to 450 bhp. 
Thermal Viscosity preheating. 


DOMESTIC MODELS: No. 3 or lighter oils; conversion 
and combination-unit types, 7 sizes. Patented “Tubular 
Atomization.” 


FULL DATA on Petro Industrial Burners are in catalog files 
of Sweet’s and Domestic Engineering. Details on Petro Do- 
mestic Burners available in separate catalog. Copy of either 
sent gladly on request. 


REG. U.S. PAT. OFF. 


cuts steam costs 


Henry C. Meyer, 3rd, is a member of Meyer, 
Strong & Jones, Inc., prominent New York 
firm of Consulting Mechanical and Elec- 
trical Engineers. Among the buildings in 
which this company has used Petro Oil 
Burning Systems are the New York Tele- 
phone Company Building in Brooklyn, and 
the American Insurance Building and the 
Newark and Essex National Bank Build- 
ing, both in Newark, N. J. 


PETROLEUM HEAT AND POWER CO. » Makers of Good Oil Burning Equipment Since 1903 * Stamford, Connecticut 
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TIME-SAVER STANDARDS 
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TRANSCRIPTION 
TURNTABLE 


V [ 1oUOSPEAKER GRILLE (MINIMUM 


Typical Types Dimensions Weight How Mounted Mounted To 
Wall (flush mounted) 15" x 18" x 6" 10-15 Ib. іп metal receptacle Crossbar between 
joist or frame mem- 
bers 
Wall (surface mounted) 14" x 16" x 10" 7-10 Ib. Wood screws at three points Stud or frame mem- 
or three angle brackets ber 
Horn (for inside in- 25" to 60" long 20—30 Ib. 1%" pipe thread mounts Stud, joist, or І- 
stallation) 12” to 24” diam. with 6” floor flange beam 
| 
| Cellular horn 48" long 130 Ib. Stands on or suspended Joist or platform 
50" wide from adjustable mounting 
41" high bracket 
Belfry horn (for out- 25" to 60" long 20-30 Ib. Minimum 1⁄4” mounting l-beam or special 
side installation) 12" to 24" diam. bracket with guy wires towers 


OF 50% POROSITY) 
AB 


| ADJUSTABLE BRACKET 
PROVIDES DESIRED 
DIRECTIONAL TILT 


HORN 
MOUNTING 
‚ -— 


RECESSED MOUNTING AREA 
(547 HIGH, 54" DEEP, Фо" WIDE) 


CELLULAR HORN 
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CHURCH SOUND SYSTEMS 


Details supplied by Richard de Haan, Radio Corporation of America 
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ENGINEERING 


TECHNICAL NEWS AND RESEARCH 
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Ds MICROPHONE 


Da HORN-TYP& 
SPEAKER 


©" HEARING AID 
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== MICROPHONE 
LINE 


=== SPEAKER 
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SINGLE CHANNEL SOUND SYSTEM FOR A CHURCH 


SPEAKER MOUNTING DATA 


(Continued on page 125) 
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VIZ-AID 


„Зарташ 


. optically engineered to diffuse a flood 

of sunny, glareless light. Certified distribution 
curves and footcandle chart (available 

on request) prove that VIZ- AID meets all 
requirements for clear, restful vision: 


e proper intensity @ even distribution @ freedom from glare 


For maximum lighting efficiency specify the VIZ- AID. 
Designed for two 40- or two 100-watt lamps. U. S. Patent 
Nos. D-138990, D-143641 and 2411952. May we 

send you Bulletin 10-B-1 with complete details? 


Day-Brite Lighting, Inc., 5465 Bulwer Avenue, St. Louis 7, Mo. 
Nationally distributed through leading electrical supply houses. 
In Canada: address all inquiries to Amalgamated Electric Corp., Ltd., Toronto 6, Ont. 


IT’S EASY TO SEE WHEN IT'S. 72 


DAY- BRITE 


cc Oe” os 2-44; 
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C HUR C H S 0 UND S Y 5 T E M S (Continued from page 123) 


Details supplied by Richard de Haan, Radio Corporation of America 
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SINGLE CHANNEL SOUND SYSTEM FOR CHURCH, CHURCH SCHOOL AND SOCIAL HALL 
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heres а lot more efficiency. 


around here since we installed those 


KINNEAR ROLLING DOORS” - 


¥ 


Saving Ways in Doorways 


INNEAR 


ROLLING DOORS 
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Bv OPENING straight upward and 
coiling quickly overhead, out of 
the way, Kinnear Doors boost effi- 
ciency in any plant. All surround- 
ing floor and wall space is fully 
usable at all times. Equipped with 
Kinnear Motor Operators they 
provide maximum time-saving 
convenience (push-button controls 
can be placed at any number of 
strategic points). Kinnear's rug- 
ged, all-metal curtain assures 
greater protection against fire, in- 
trusion and the elements. You get 
the right door for every opening 
when you select Kinnear Rolling 
Doors. Each is specially built to 
meet individual requirements. 
Any size, for old or new construc- 
tion. Write for details. 


The KINNEAR Manufacturing Co. 


Factories: 


1860-80 Fields Avenue, Columbus 16, Ohio 
1742 Yosemite Avenue, San Francisco, Calif. 


Offices and Agents in all Principal Cities 


REQUIRED READING 


(Continued from page 30) 


SOUND SYSTEMS 


The Architects Manual of Engineered Sound 
Systems. Camden, N. J., Engineering Prod- 
ucts Dept., Radio Corp. of America, 1947. 
815 by 11 in. 288 pp. illus. $5.00. 

Prepared especially for the architect 
and engineer, this volume is intended to 
be not only reference book, but working 
guide as well. It is written simply, with 
technical terms held to a minimum and 
two pages of definitions of the most 
commonly used terms offered at the 
outset. 

The manual is divided into two parts, 
the first of which is devoted to a concise 
description of the principal components 
of engineered sound systems and the 
specifications that should be followed in 
using and installing the equipment. 
Separate sections deal with the various 
parts of the system — microphone, 
amplifier, loudspeaker, studios and con- 
trol rooms, acoustics, sound film pro- 
jector. antenna systems. Each of these 
sections follows a set outline of presenta- 
tion, is illustrated with diagrams, and 
contains architectural and engineering 
specifications. Much of the data is tabu- 
lated for quick reference. 

Part ІІ comprises floor plans and 
sound systems specifications for seven 
principal building types — schools, hos- 
pitals, churches, auditoriums, stores, 
industrial buildings, hotels. Sound equip- 


ment and wiring layouts are superim- 
posed upon typical floor plans in each 
group. 

Although the volume is based through- 
out on RCA equipment, it contains 
much specialized technical information 
not readily obtainable elsewhere and is 
so written as to be of ready help to the 
architect in the design of any building 
requiring engineered sound, regardless 
of the equipment he is planning to use. 


VACATION HOMES 


Cabins, Cottages and Summer Homes. By 
Bernard S. Mason and Frederic H. Kock. 
New York 18 (67 W. 44th St.), A. S. Barnes 
and Co., 1947. 81% by 11 in. 168 pp. illus. 


$2.75. 

For the ambitious layman who wants 
a summer place and would like to build 
it himself, here is the book to tell him 
how to go about it. From selection of site 
and choice of plan through to installation 
of the doorbell, the instructions are 
simple and direct. Included are log, 
stone, frame and adobe construction, 
with diagrams to illustrate each. Тһеге 
is a whole section of plans and elevations 
ranging from the open-front Adirondack 
leanto and the one-room hunter's cabin 
to two-story cottages of five or six rooms. 
One chapter ік devoted to fireplaces and 
heating, another to outdoor grills. 
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Compare this with piece-by-piece methods so com- 
monly used. 

Less handling . . . less time . . . lower cost. Clean, 
dry construction. And these noncombustible panels 
provide smooth surfaces on both sides, ready for paint 
or other finishing material of your choice. 

This principle of time saving by construction with 
large metal sections can be applied to floors, walls, 
ceilings, and roofs. In fact—to every step from the struc- 
tural steel to the finished job. 

Fenestra Building Panels are suitable for many types 
of buildings. Their great strength makes them ideal for 
permanent, lightweight construction ... their easy han- 
dling also suggests many uses for movable structures 
or partitions. Fenestra Panels come in a rangeoftypes, 
weights and sizes to meet almost any building need. 

You'll find full information іп Sweet's Architectural 
File (Section 3C-1). But why not let us help you apply 
their benefits to your own particular construction 
problem? Just call us or mail the coupon. 


BUILDING PANELS FOR 


E FLOORS 


SEPTEMBER 1947 


TYPE C FOR WALLS. Composed of 
two metal members pressed together, 
with felt at each side to prevent metal- 
to-metal contact. Filled with insula- 
tion at the factory. Standardized in 3” 
depth and 16" width,in 18 gage painted 
steel or 16 B&S gage aluminum. 


TYPE D FOR FLOORS. Box beam 
formed by welding together two steel 
sections. Side laps interlock to form 
continuous flat surface. Cover plates 
available for open cells to provide 
two flat surfaces. Standardized in 16" 
width. Depths 114” to 9". Gages 
18 to 12. 


HOLORIB ROOF DECK. Copper- 
bearing steel sheets reinforced by 
three integral triangular ribs on 6^ 
centers. Provides flat surface for 
mopped application of insulation and 
roofing. Sheets 18” wide, in lengths 
ағ required for purlin spacing. Gages 
18 and 20 are standard. 


DETROIT STEEL PRODUCTS COMPANY, 
Building Panels Division, 

Dept AR-9, 2252 E. Grand Boulevard, 

Detroit 11, Michigan 


Please send me, without obligation, information on Fenestra 
Building Panels. 


Name 
Company 


Address 
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Ade quate Vent ilati 
(Continued from page 16) 
e | 
i S e uU n € 0 n 0 11 ү Safety shall set up alternative provisions 


covering the use of materials and struc- 
tural systems in dwellings, which shall 
then become acceptable throughout the 
state, despite the possibly differing 
| requirements of local building codes. 
When the Board of Standards has satis- 
fied itself regarding any new material 
or construction system, and has brought 
out its regulations, a local building in- 
spector must issue a permit if the ma- 
terial or construction system to be used 
complies with these state regulations. 


Connecticut Acts 


Growing out of recommendations 
originating during a state-wide planning 
and zoning clinic held at Hartford in 
November. 1946, three new enabling 
acts will strengthen the home rule of the 
people of Connecticut and make possible 
more realistic and active community de- 
velopment. Тһе three acts are: (1) the 
Municipal Planning Act; (2) the Re- 
gional Planning Act; and (3) a Zoning 
Enabling Act. 

Highlights of the three are the en- 
abling of any municipality, town, city 
or borough in the state to create a plan- 
ning commission; the permitting of 


contiguous towns with planning com- 


PROPELLAIR FANS missions to join in the creation of re- 
EXHAU ST | gional planning commissions; and a 
general clarification of the state's zoning 
FOU L FUMES | program. 
eee 


Cleveland’s New Code 


NDUSTRIAL designers know the importance The preliminary draft of Cleveland’s 


of adequate ventilation . . . for clean work- new building code, prepared by Emil J. 
ing atmosphere... happy employees... high Szendy, A.LA.. Code Consultant, is 
efficiency . . . low production costs. Functionally approaching completion and public 


designed Propellairs give high-volume air — л are scheduled to begin in the 
near future. 


movement at low power consumption—per- à 5 қ ы 

i : ps s So NES Сг сш А special effort is being made to 
mit compact installations, with space and money phrase and arrange the code in such 
savings. | fashion that maximum clarity will re- 


ENGINEERED FOR WORK sult. The code is being drafted to facili- 


tate its use: chapters are included which 
Propellair fans are notably effective because outline basic requirements for each 
they utilize the airfoil principle to make every classification of occupancy, making it 
square inch of the blade, from tip to hub, an 
active working surface—like an airplane wing. 


SINGLE EXHAUST SERVES 
SEVEN POSITIONS 


А single Propellair ventilates an 
entire heat-treat department at 


possible for the architect or engineer to 
determine essential requirements for 
any building without detailed study of 


Continental Machines, Inc., Sav- Use Propellairs for high-volume air flow the entire code. 
age, Minn., manufacturers of іп æl? exhaust and forced air applications. 
"Doall" machi i А 

Doall" machine tools. Seven Made for windows, walls, ducts, hoods, roofs NEW CONTEST 
different processing locations, each 5 E ы » а А 
individually hooded, are kept and with pedestals or stands. Write for com- American architects and engineers are 
clean and safe by this one fan. plete information. invited to submit plans for the construc- 


tion of a Roman Catholic Basilica to be 
erected in the town of Higuey, Domini- 
can Republic, under the sponsorship of 
the Dominican government. 
The Basilica, to be erected on a large 
| isolated site, free from surrounding 
buildings, should accommodate 3000 
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ALCOA 


Architectural Extruded Shapes 


When design problems call for distinctive appearance and low 
upkeep, turn to Alcoa Architectural Extruded Shapes. Here you 
may find the answer, and at reasonable cost. 

Alcoa Extrusions, produced in standard or special designs, can 
eliminate the need to build up sections from formed plate and sheet 
and rolled shapes such as angles, channels and tees. First cost is 
reasonable. Assembly time and labor costs are reduced. Rust- 
proof, corrosion-resistant, Alcoa Aluminum, available in a variety 
of finishes, provides distinctive appearance. 

Alcoa’s years of experience in the design and production of 
extruded shapes is available to all architects. For information, 
write for a copy of the Alcoa Architectural Extruded Shapes 
Booklet (A.I.A. File No. 15 J), or call your nearby Alcoa sales 
office. ALUMINUM Company or America, 1867 Gulf Building, 
Pittsburgh 19, Pennsylvania. 


PEOPLE WANT ALUMINUM FOR USES THAN EVER 


FIRST IN 


ALUMI UM 


ім EVER Y COMMERCIAL FORM 
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MICHAELS PRODUCTS 


in Your Building Plans 


The manufacture of ferrous and 
nonferrous metal building prod- 
ucts has always been a major 
part of our business. And now 
that restrictions are lifted, and 
materials obtainable, we offer to 
architects and builders a variety 
of bronze, aluminum and non- 
ferrous metal products. For spe- 
cific requirements Michaels 
craftsmen will faithfully repro- 
duce in metal the most intricate 
architectural designs. If your 
plans include metal products, 
write us. 


MICHAELS PRODUCTS 


Fixtures for Banks and Offices 
Welded Bronze Doors 
Elevator Doors 
Elevator Enclosures 
Check Desks (standing and wall) 
Lamp Standards 
Marquise 
Tablets and Signs 
Name Plates 
Astragals (adjustable) 


THE MICHAELS ART BRONZE COMPANY, 23 Scott St., Covington, 


Member of the National Association of Ornamental Nonferrous Metals Manufacturers 
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Railings (cast and wrought) 
Building Directories 
Bulletin Boards 
Cast Radiator Grilles 
Grilles and Wickets 
Kick and Push Plates 
Push Bars 
Cast Thresholds 
Extruded Thresholds 
MI-CO Parking Meters 
Museum Trophy Cases 


а 
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(Continued from page 128) 


persons. The amount allocated for its 
construction is $600,000. 

All projects submitted will become the 
property of the Dominican government, 
which reserves the right to entrust the 
execution of the project to the winning 
contestant or to any other person. The 
contest carries a first prize of $2000 in 
cash, and closes November 5, 1947. For 
further information address Julio Ortega 
Frier, Ambassador, Dominican Em- 
bassy. 4500 16th St., №. W., Washing- 
ton, D. C. 


HOME DESIGN PROGRAM 


Good Housekeeping Magazine invites 
qualified architects in the United States 
to submit recent examples of their resi- 
dential work for publication in a new 
editorial series of “Homes America 
Wants." 

Тһе sum of $500 will be paid the archi- 
tect for each house submitted and pub- 
lished. At least one house is to be shown 
each month in a continuing program to 
encourage better residential architec- 
ture. Full credit will be given the archi- 
tect in the publication. 

For full details address Joseph B. 
Mason, Director, The Building Forum, 
Good Housekeeping Magazine, 57th St. 
at 8th Ave., New York 19, N. Y. 


NEW BUILDINGS 


University of Chicago 


Construction of a $1.250.000 ion ac- 
celerator building, first unit in the 
University of Chicago's $10 million 
program for basic scientific research in 
nucleonics and third peg in its postwar 
building. was begun in July. 

Тһе laboratory is primarily for re- 
searches in nuclear physies and radio- 
chemistry conducted by the Institute for 
Nuclear Studies. Facilities for medical 
research with high energy positive ions 
and gamma rays will be included and 
used by the Institute of Radiobiology 
and Biophysics and the division of 
roentgenology of the department of 
medicine in their programs. 

Тһе building, modern in style, will be 
205 by 104 ft., of reinforced concrete con- 
struction with stone and brick masonry 
walls. Тһе center will feature a crane bay 
the full length of the building, 50 ft. 
wide and 33 ft. above the floor. The 
crane will be capable of handling 70 
tons. The upper part of this bay on the 
first floor level will be surrounded by a 
balcony on which offices, laboratories, 
switchgear and capacitor rooms will be 
located. 

Architects for the project are Schmidt, 
Garden and Erikson. 

(Continued on page 132) 
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Agitair Type R is the only air diffuser especially designed for 
Acoustical Tile, Perforated Steel, and Glass Brick ceilings. It's 
so easy to install . . . blends so perfectly . . . so attractive . ~ 
so economical. 


1 Acoustical Ceilings are built 
' with standard size units. 


2. Agitair Type R's are the only 
standard size diffusers espe- 
cially designed for Acoustical 

Ceilings. 


. t'a Logical - - 


Specify standard size Agitair 
Type R's for standard size 
Acoustical Ceilings. 


And you get all the advantages of Diffusion Pattern Control— 
exclusive patented construction permitting Agitair Type R's to 
be assembled into numerous patterns which divide the air and 
distribute it noiselessly in one, two, three, or four directions in 
proportion to the area served. 


Resolve now to "be logical" on the next air diffuser specifica- 
tion—call for Agitair Type R. 


Write today for Complete Data 
KEY POINTS IN AIR CONDITIONING —AGITAIR SERVES BEST 


Ea کے‎ 


DIRECT.FIREO -----4 
HOT GAS ( n 
GENERATING em m 
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OUT i 
AIR DEVICES. INC. ‘° 17 EAST 42nd STREET > NEW YORK 17, М. Y. 
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A SIMPLIFIED HEATING SYSTEM 


à, the home in a 
ІЙ, | blanket of warmth 


BASEBOARD 
HEATING SYSTEM 


HEALTHFUL WARMTH from wall to wall—from floor to ceiling 


Designed and engineered to meet modern construction require- 
ments. Easily installed—piping is run around the inside of the 
exterior wall of the house or building and is concealed behind 
attractive baseboard. 

Heating sections (fin radiation), replacing parts of the piping 
in the attractive baseboard, with concealed louvres, provide clean. 


comfortable warmth to the room. 


C. A. DUNHAM COMPANY GENTLEMEN: Send me Bulletin A. В. so that | may 


have complete details about the new Dunham 


450 E. Ohio St., Chicago 11, Illinois Baseboard Heating System. 
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Housing Project 


Working drawings for Farragut Houses. 
a New York City Housing Authority 
permanent low-rent project, аге ap- 
proaching completion and are being 
studied by the Authority prior to final 
approval. 

Тһе development, which will accom- 
modate 1400 families, will be located in 
Brooklyn on a site bounded by York, 
Concord, Navy and Bridge Streets. The 
10 buildings called for by the plans will 
embody a five-point ground plan in- 
tended to make for economy in opera- 
tion as well as original cost and to make 
possible maximum use, within statutory 
limitations, of facilities such as stairways 
and elevators. All buildings will be 14 
stories high and will include craft and 
social rooms. Every apartment will have 
three exposures. 

Architectural plans for the project are 
being drawn by Alfred Fellheimer, Stew- 
ard Wagner and Carl A. Vollmer. Other 
phases of the planning are being handled 
by Fred N. Severud, structural engi- 
neering consultant; Paul Wunderlich, 
mechanical engineering consultant; and 
A. Carl Stelling Associates, landscape 
architects and site planners. 


MATERIALS REPORT 


May production of the 19 construction 
materials included in the Composite In- 
dex Series declined 0.4 points, or 0.3 per 
cent, from the April level, the Construc- 
tion Division, Department of Com- 
merce, has announced, 

While this decline may appear insig- 
nificant, CD points out that normally 
May production of construction mate- 
rials is higher than that for April. For 
example, production in May, 1946 was 
1.3 points higher than in April, a gain of 
6 per cent. However, the general level of 
production reported for May, 1947 was 
1.1 per cent higher than that for May of 
last year. 

Output of gypsum board and lath, re- 
cently reported to be in short supply 
by the Office of the Housing Expediter 
as a result of declines in paper liner in- 
ventory, continued to increase in May. 
Production of clay sewer pipe, which had 
been declining steadily during the early 
part of this year, also recorded an in- 
crease, Other items recording increases 
were lumber, hardwood flooring, brick, 
rigid steel conduit and fittings. 

Two important items in the index 
cement and wire nails and staples — 
registered substantial declines in pro- 
duction in May as compared with April. 
'The decline in the output of nails was 
anticipated following the end of pre- 
mium payments. 

(Continued on page 134) 
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GREASE in waste water even- 
tually means trouble for the 
plumbing system. In homes, 
restaurants, hospitals, hotels, 
and schools where GREASE is a by-product of cooking... in 
industrial plants, rendering plants, and packing houses where 
GREASE is a by-product of manufacturing, this GREASE is a 
costly hazard. JOSAM GREASE INTERCEPTORS eliminate this 
hazard completely. There is a type and size for every purpose 
...$0, for complete protection against GREASE problems, rely 
on a JOSAM GREASE INTERCEPTOR! Send for free copy of 
the authority on GREASE INTERCEPTION, JOSAM MANUAL "A", 


Series "J" Grease Intercoptor. 
All cast iron for Domestic and 
Commercial Service, capacity up 
to 40 СРМ; for installation on 
floor or recessed in floor. 


- «ж. «м. «- eee ee 


Series "JP" and "JR" 
Grease Interceptor. All 
steel for Commercial 
and Industrial Service, 
capacity up to І50 GPM; 
for installation recessed 
in floor. 


Series "JL" Grease Interceptor. All cast iron for Dish- 
washer Service, capacities to 30 GPM; for installation 
on floor or recessed in floor. 


Series "JN" Grease 
Interceptor. All steel for 
Commercial and Indus- 
trial Service, capacity up 
to 150 GPM; for installa- 
tion on floor. 


Series "PH" Grease 
Interceptor. All steel 
with skimming valve for 
Packing House Service, 
capacity up to 1000 GPM. 


JOSAM MANUFACTU RING COMPANY JOSAM MFG. CO., 302 Ferguson Bldg. Cleveland 14, Ohio 


Please send me Josam Manual "A" on Grease Interception. 
General Offices, Ferguson Bldg., Cleveland 14, Ohio * Plant, Michigan City, Ind. 


Representatives in all Principal Cities NAMES а а PN 

JOSAM-PACIFIC CO., San Francisco, California 

, West Coast Distributors FIRM 

ЛГ ее RR ИЛА. ....„.---.--.-.-----.------..-.-----..„..... - - =e 

9% AMERICA EMPIRE BRASS COMPANY, LTD., London, Ontario 

а "< Canadian Distributors DNE IS EMEN NERONE E E A 

See our Catalog in Sweets’. Member of the Producer's Council 

Гес д у, ee eee Ej i ——— 
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OFFICE NOTES 
Offices Opened, Reopened 


Joseph M. Barrow, Architect, has 
announced the opening of an office at 
713 W. Illinois St., Urbana, Ill. 

A. L. Klingbeil has opened an office 
for the practice of architecture in the 
Pullen Bldg., 399 N. E. 79th St, 
Miami, Fla. 

Lloyd B. Knutsen, Architect, has 
resumed the practice of architecture at 


527 Hoeschler Bldg., La Crosse, Wis. 
Mr. Knutsen formerly was a partner 
in the firm of Knutsen and Brunet, 
Architects, 

Roy M. Schoenbrod, Architect and 
Engineer, has opened an office for the 
general practice of architecture at 8 5. 
Dearborn St., Chicago 3, Ш. 

Chloethiel Woodard Smith, А.1.А. 
has resumed his architectural practice 
with offices at 814 17th St. N.W., 
Washington 6, D. С. 


€ 


KEEP FOR 
HANDY 


REFERENCE! 


(а) 2 Vegetable steamers 
(b) 2 Gas-fired ranges 


(e) 3 Urns 
(f) 1 Gas-fired hot-plate 


+ 


50 Lakeside Avenue 
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COOKING EQUIPMENT USED: 


(c) 2 NO. 952 BLODGETT GAS-FIRED 
BAKING AND ROASTING OVENS 


(d) 3 Gas-fired deep fat fryers 


Designed by Albert Kandarian, Prop. Chicken Roost 
Installed by the Murray Company, Providence, Rhode Island 


To serve thousands of chickens, chicken pies, pastry, pies, rolls and biscuits daily 
not alone in his popular restaurants, but also "over-the-counter" and through a 
unique "delivered-ready-to-eat'" service, Mr. Kandarian designed this modern, 
"Specialized Cooking Tool" commissary kitchen, an important functioning part 
of which are two versatile Blodgett No. 982 Gas-Fired Ovens, with four 42" x 
32” x 12” separately controlled compartments. 


The G. S. BLODGETT CO, Inc. 


Send for your copy of the new, deluxe ''Case Histories of Successful 
Mass Feeding Operations'' Now! 


KITCHEN PLAN NO, 43: 


This cleverly designed kitchen serves a multitude of 
Chicken Roost customers in Providence, Rhode Island 


Forty-third of a series of suc- 
cessful mass-feeding opera- 
tions. 


FLOOR SPACE 


тоннах DATA 
esas = арс 
INFORMATION 


CONSULT YOUR 
F000 SERVICE 
EQUIPMENT DERLER 


Burlington, Vermont 


New Addresses 


The following new addresses have 
been announced: 

Harry L. Alper, Architect, 565 Fifth 
Ave., Suite 1011, New York City. 

Martin L Beck, A.LA., 10 Nassau 
St., Princeton, N. J. 

Norman M. Giller, Architect, 1575 
Washington Ave., Miami Beach 39, Fla. 

Leopold Hauf, Jr., A.I.A., 101 Walsh 
Rd., Lansdowne, Penn. 

Page & Steele, Architects, 72 St. Clair 
Ave. W., Toronto, Canada. 

Robinson, Keefe & Devane, Architects 
(John J. Robinson, R. C. Keefe, P. J. 
Robinson, and A. D. Devane), No. 22, 
Lower Baggot St., Dublin, Ireland. 

Rupert Construction Co., 3400 Lan- 
caster Ave., Wilmington, Del. 


Firm Changes 


The firm of George Farkas Interiors, 
Inc., has changed its name to George 
Farkas, Incorporated. The address re- 
mains the same: 954 4lst St., Miami 
Beach, Fla. 

W. W. Meyers and R. A. Krider, 
Registered Architects, and F. D. Ellen- 
berger, Registered Engineer, have an- 
nounced their association for the practice 
of architecture under the firm name of 
Meyers & Krider, Architects, with offices 
at 407 Commerce Bldg., Erie, Penn. 

O'Hara, Hedlander and Edson, Arehi- 
tects (Charles E. O'Hara, R. Lincoln 
Hedlander, Stuart F. Edson and Andre 
Halasz), have announced that Eli Con- 
stantine has become a member of the 
firm. 

Noah N. Sherman, Architect, has an- 
nounced the dissolving of the firm of 
Sherman & Zamshnick, Architects, as of 
July Ist. Mr. Sherman is continuing his 
architectural practice at the same ad- 
dress, 62 William St., New York City. 


APPOINTMENTS 


Arthur F. Deam, Professor of Design, 
has been appointed Chairman of the 
Department of Architecture of the Uni- 
versity of Pennsylvania. In charge of 
design at the University of Illinois from 
1930 to 1945, Professor Deam has been 
at Pennsylvania for the past two years. 
He is patron of the T Square Club Ate- 
lier of Philadelphia. 

Recent additions to the staff of the 
School of Architecture and Allied Arts 
at the University of Oregon include Pro- 
fessors Marion Dean Ross and Theodore 
O. Reyhner. Mr. Ross will assume 
charge in the course of History of Archi- 
tecture on both graduate and under- 
graduate levels. Mr. Reyhner will be an 
associate in the Structural Design 
curriculum. 

Edward Steichen has been appointed 
Director of the Department of Photog- 
raphy of the Museum of Modern Art, 
New York City. 
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Bernardini 
Studios 


55 BARCLAY STREET 
NEW YORK 7, N. Y. 
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BARCLAY 7-6494 
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Composite view о) а complete 
Bernardini installation at St. Ce- 
cilia’s Church, Pawtucket, К. I. 
Reverend Mathias A. Hebert 


DECORATION + ART METAL + STAINED GLASS + STATUES + ALTARS + ALTAR RAILS 
LIGHTING FIXTURES + PULPITS—IN MARBLE, WOOD, BRONZE 


HOUSING AND THE 80th CONGRESS (Continued from page 80) In April, the President abolished as 


of June 1 the Office of Temporary Con- 
trols, Office of Price Administration, 


numerous bills introduced іп both February 29, 1948 rent control over Civilian Production Administration and 
houses, and ranging from across-the- housing in defense rental areas. the Office of War Manpower and Re- 
board rental increases to the mainte- Тһе law also permits rent increas conversion. The latter three had been 
nance of the status quo on residential not exceeding 15 per cent of maximum absorbed into the OTC for gradual 
rents. Title П of the Act as finally rent prevailing on June 30, provided such liquidation late in 1946. In May, the 
passed terminated federal rent control increases are incorporated in valid writ- rent control functions of OPA were shift- 
over hotels, motor courts and tourist ten leases, to take effect after July 1, ed to the Office of the Housing Expediter, 
homes serving transient guests, housing 1947 and before December 31, 1947 and to which building controls of the CPA 
completed оп or after February 1, 1947, to expire оп December 31, 1948 or had previously been assigned. 

and housing which was not rented at any later. The law decontrols, after Decem- жиі 

time between February 1, 1945 and ber 31, 1947, all units involved in such Reorganization Plan No. 3 

January 31, 1947. It continues through voluntary leases. For more than a vear, President Tru- 


man had shown great concern over the 
possible fate of the National Housing 
Agency, which was set up early in 1942 
to coordinate the federal government's 
numerous agencies concerned with war 
housing. Under the law, the agency 
would have been dissolved within six 
months of the legal termination of World 
War П. The 79th Congress had failed 
to approve the housing reorganization 
powers the President sought. 

On May 27 the President resubmitted 
to Congress, with modifications, Reor- 
ganization Plan No. 3. Under the parlia- 
mentary procedure of submission, the 
plan required rejection by both Houses 
of Congress within 60 days or it auto- 
matically would become law. 

On June 18, following rejection of the 
plan by the House Committee on Ex- 
penditures in the Executive Depart- 
ments, the House of Representatives 
voted unanimously to kill it. Two weeks 
later, the Senate Banking Committee, 
by a 7 to 6 vote, approved it. On July 
22, the Senate voted to approve it 47 to 
38, with Senator Taft, the Republican 
leader, in a complete reversal of his stand 
the year before, fighting alongside 
Senator Barkley, the Democratic le ader, 
for approval of the President's plan. It 
therefore became law. 

Reorganization Plan No. 3 sets up 
the Housing and Home Finance Agency. 
and replaces the wartime National 
Housing Agency. Under the new organ- 
ization, there is one administrator who 
"shall be responsible for the general 


А Passageway, in V. & |. D. Laboratory, in the National Institute of Health at Bethesda, Md. | 


This building was specially constructed for the study of 


new and unknown diseases such as those introduced for supervision and coordination of the 

from distant lands during the War. Romany Red Body псов functions of the (three) constituent 

Glazed Tiles were used in most of the interior for heavy WALLS пране. ly: (1) The Federal 
duty, permanence and sanitation TONEIS M Айн жаксы ы 

, ы SHOWERS Home Loan Bank Board administering 

KITCHEN “ЛҒАЛЫ | «азуы ай Р surance 

Let us give you detailed information about these Жын the Fede ral Savings and Loan Insurance 

dependable products: CORRIDORS | Corporation, the Home Owners’ Loan 

ROMANY GLAZED WALL TILES ROMANY GLAZED FLOOR TILES FOYERS | Corporation and the Federal Home Loan 


HOSPITALS 


Bank system; (2) the Federal Housing 
SOLARIUMS Administration with the same functions 
as prescribed under the National Hous- 
ing Act of 1934; and (3) the Public 


U N i T E D 6 ТА Т Е 6 Housing Administration, taking over 
the functions of the United States Hous- 

ing Authority and "certain remaining 

Q U A R R Y T i L Е С О. housing activities (Defense Homes Сог- 


733 RENKERT BLDG. CANTON 2, OHIO poration) pending the completion of 


their liquidation." 
(Continued on page 138) 


ROMANY RED BODY GLAZED TILES ROMANY TUNNEL TILES 


Write for Free Catalogue 
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А HOUSING REALITY-- | 
Ls Í io $ 
Ё NOT A шок. v PLANT 


"EE 


HUNDREDS OF MOR-SUN U-4-G GAS-FIRED FORCED 
AIR FURNACES SUPPLY HUNDREDS ОҒ С. I. HOMES 
WITH YEAR ROUND INDOOR COMFORT! 


ME "Я = (ТҰ й 


Ps s xL 


Hundreds of G.I. families are living in prefabs* in Peoria— 
and every one is equipped with а MOR-SUN Heating System! 


And what a system! With a house heat loss of 45,000 BTU’s, the 
MOR-SUN packaged gas-fired blower furnace — with a capacity of 
72,000 BTU's — in a centrally located service room — took only three hours 
of two men's time** to install (including the runs to the 


various rooms)! 


Each of these hundreds of G.I. families has more than a heating plant— *General Contractors — Best Construction Co., Peoria 
each has a MOR-SUN U-4-G*** that supplies year-round indoor comfort! **Heating Contractors — Lee Wagener Co., Peoria 
You Get MORE with a MOR-SUN! 5535MOR-SUN Midwest Sales Representative — 


F. C. Evans, St. Louis 


MORRISON STEEL PRODUCTS, inc., BurrALO 7, м. v. 


"The Sun Never Sets with MOR-SUN" 


HOUSING AND THE 80th CONGRESS (Continued from page 136) 


Reorganization Plan No. 3 also estab- 
lished the National Housing Council to 
assist the НАНҒА Administrator. The 
functions of the Council are of a general, 
coordinating nature. The Council con- 
sists of the HAHFA Administrator, the 
Chairman of the Reconstruction Finance 
Corporation, three members of the Fed- 
eral Home Loan Bank Board. the Com- 
missioners of the Federal Housing Ad- 
and the 


ministration, 
Agriculture. 


Secretary of 


beautiful 


beautiful 


Investigations of the Building Industry 

Two Congressional investigations of 
the housing and building industry were 
authorized by the 80th Congress. 

The first (the MeCarthy- Wolcott res- 
olution) authorized the appointment of 
a 14-member joint investigating commit- 
tee of the House and Senate Banking and 
Curreney Committees; comprised of 
seven members from each House. The 
committee's report to Congress is to be 
submitted by March 15. 1948, and will 


WARE 


aluminum 
windows 


typical install- 
ation of ware 
aluminum 
casements 


E sparkling, silvery lines 


* require no painting—ever 


write for catalog 


* will not rust, rot or wear out 


* heavier vent section than usual 


è roto controls— open or close from within 


e sturdy construction — 
storm-tight 


e concealed latches— 
locking handles 


e awning type as well 
as casement 


ware laboratories, inc. 
3700 n. w. 25th st., miami, fla. 
new york office: 21 west street 


138 


whitehall 3-6860 


cover the following specific fields: 

Тһе extent of the need for housing 
in the United States; the extent, if any, 
to which shortages in building materials 
are contributing to the housing short- 
age; reasons for the existing high costs of 
building materials and housing, and 
action which may be taken to reduce 
these costs; all factors (of whatever kind 
and nature) which contribute to existing 
high costs of housing and which prevent 
speedy construction of adequate housing 
to meet the nation's needs, and the ac- 
tion which may be taken to eliminate 
such factors; the extent to which ar- 
chaie building codes contribute to the 
existing shortage and excessive cost of 
housing: the operation of existing federal 
legislation in the field of housing: the 
operation of government housing agen- 
cies; the availability of private capital 
and government loans to finance hous- 
ing, and other problems the committee 
deems significant. 

Тһе second investigation, authorized 
by House Resolution No. 3 of February 
26, 1947, has already been undertaken 
by a sub-committee of the House Com- 
mittee on Education and Labor under 
the chairmanship of Representative 
Ralph W. Gwinn, a Republican, of New 
York, 

This investigation is being directed 
to uncover data on monopoly and restric- 
tive practices affecting the building 
industry, including municipal laws, 
licenses or regulations that curb building 
activity. The subcommittee is inquiring 
into material and labor costs and ques- 
tionable practices relating to the eco- 
nomics of construction generally, and 
especially of small homes and rental 
property for moderate income groups. 


The FPHA Investigation 

The Federal Public Housing Author- 
ity was criticized in a report prepared 
by investigators for the Government 
Corporation Subcommittee of the House 
Appropriations Committee, and revealed 
in part by committee members in April. 

Some of the charges were: That the 
disposition of permanent war housing 
was a deliberate failure, that FPHA 
sought to perpetuate itself by transfer- 
ring the public housing projects to mu- 
tual ownership which would require 
federal supervision; that the temporary 
veterans’ housing program was a failure 
marked by careless planning and ex- 
orbitant administrative costs. 

This report of FPHA was followed a 
few weeks later by another adverse 
report of the General Accounting Office 
which found the accounting of the public 
housing authority to be “inadequate, 
inaccurate and otherwise deficient for 
the fiscal year 1945 and prior years.” 
The Director of the General Accounting 
Office declared that the condition of 
FPHA accounts “is such as to render 

(Continued оп page 140 
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FORMS АКЕ 60% OF POURED 
CONCRETE COSTS 


ATLAS WILL SAVE AS MUCH 
AS 504 ON FORM COSTS 


Use Attias 
Speed Forms 
for founda: 
tions, floors and 
walls. 


Because 


«They Cut On-Site Labor in Half 
* Time Savings Range up to 50% 


Basic unit, the 
Speed Panel. 
rugged steel. 


uick-action 
wedge bolt, for 
rapid joining or 
disassembly. 


*Figure as Low as l¢ per sq. ft. per Use 


ATLAS FORMS do what today's competi- 


tive building market demands -- re- 
duce costs. 


In home, apartment, factory, bridge 
or tunnel building, Atlas Forms mean 
speed, convenience, and economy. 
They are easy and quick to erect, 
simple and fast to strip. Boxes, 
inserts, wiring, etc. easily accom- 
modated. The completed job has that 
smooth finished appearance, no knot 
holes or grain marks. Let us prove 
to you that you can save time and 
money on poured concrete construc- 


tion. Just fillin and mail the cou- 
pon below. 


Speed panels 
combine into 
writs of three 
or more for 
quick handling. 


FOR RENT OR SALE 


IRVINGTON 
FORM & TANK 


CORPOR ATION 
New York 5. N.Y. 


p” 


Inside and out- 

side corners 
available, also 
special panels. 


1 

І 

| 

3 

i Tank Corp.. 43 Cedar St., 

semen A nt costs in the following types 1 
I 

i 

1 
| 
i 


of poured concrete construction: 


Easy to get о 
house faunda- 
tion в day - 
Similor speed 
on target 
operations. 


i I am interested in reducing form 
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HOU SING AND THE 80th CONGRESS ( Continued from page 138) 


them inauditable or make the auditing 
of them inordinately costly." 

Тһе House Appropriations Committee 
in June received a report from Subcom- 
mittee Chairman Jensen. Investigators 
found that more than 31 per cent of all 
public housing is occupied by persons 
whose incomes are higher than the 
maximum set or are otherwise ineligible; 
that the provision of the United States 
Housing Act calling for the elimination 
of one slum dwelling unit for every 


А beautiful residence garage using two 


sizes of standard Barcol OVERdoors. 


This modernized horse barn employs standard 
Barcol OVERdoors for space and heat saving. 


dwelling unit built by the government 
has been "almost completely ignored"; 
that 36 per cent of FPHA employees re- 
ceived salaries іп excess of $4500, а 
proportion higher than that in апу 
other government agency. 

After the adjournment of Congress, 
it was announced by Representative 
Walter C. Ploeser, a Republican, of 
Missouri, that an investigation of 
charges of maladministration of the 
Federal Public Housing Authority would 


A standard Barcol OVERdoor in an 
ice-manufacturing plant storeroom. 


Small manufacturing plants, service garages, 
and the like have standard Barcol OVERdoors. 


Staudaid Barcol 
OVERdoors 


SOLVE LOTS OF PROBLEMS 
—IN LOTS OF PLACES... 


Only the Barcol 
OVERdoor 


HAS ALL OF THESE FEATURES 
— 


1, ROLLER-CRANK CLOSING ACTION. 
2. SELF-LATCHING BOLTS. 
3. TWIN-TORSION TAILORED SPRINGS. 


4. CONTINUOUS VERTICAL TRACK 
BRACKETS. 


Sturdy construction, readily adaptable 
design, and ease of operation make the 
standard Barcol OVERdoor useful for 
many other applications in addition to 
its regular use on residence garages. A 
few of these are suggested in the pictures 
above. Remember — consider a standard 
Barcol OVERdoor whenever you have 
an unusual or difficult door problem 
that needs solving. Consult your Barcol 
representative, 


FACTORY-TRAINED SALES and SERVICE REPRESENTATIVES IN PRINCIPAL CITIES 


BARBER-COLMAN COMPANY 


102 MILL ST. 
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ROCKFORD, ILL. 


be made during the Congressional re- 
cess by the House Expenditures Com- 
mittee in Executive Offices, which was 
voted funds to continue its investiga- 
tion of the use of Treasury funds for 
government publicity and the circula- 
tion of propaganda. 


The Taft-Ellender- Wagner Bill 

Early in March, the Senate received 
for the third time in less than two years 
a comprehensive housing bill. Officially 
known as the National Housing Com- 
mission Bill. the new version was fa- 
miliarly called the Taft-Ellender-Wag- 
ner bill. and differed very little from the 
previous version known as the Wagner- 
Ellender-Taft bill, and which failed to 
pass in the 79th Congress. The compan- 
ion bill was introduced in the House by 
Representative Jacob K. Javits. а 
Republican, of New York at the time 
the Senate received the T-E-W bill. 

The Senate Committee on Banking 
and Currency, to which the bill was 
referred, approved it by a 7 to 6 vote 
on April 23. The Committee’s 
report issued on April 24 declared that 
the bill was 


50-page 


"imperatively necessary,” 
but the Senate as a whole apparently 
disagreed for it was never brought to 
the floor. The bill died іп the House 
Banking and Currency Committee. 


The Taft-Hartley Act 


The Labor Management Relations 
Act of 1947, passed over the President’s 
veto late in June, and applicable to 
interstate commerce, may or may not 
have appreciable effect on the construc- 
tion industry. 

Under the National Labor Relations 
Act of 1935, which is amended by the 
Labor Management Relations Act of 
1947, the building industry generally was 
not recognized as being importantly 
affected by its provisions. 

There is, however, some possibility 
that the new and enlarged National 
Labor Relations Board may broaden the 
field with new interpretations and that 
some of the bill's broader provisions, 
such as the outlawing of the closed shop. 
the ban on jurisdictional strikes and 
secondary boycotts may in the future be 
held applicable to the construction 
industry. 

in attorney for one building trades 
employers’ association summed up the 
general attitude of the industry in these 
words: "Only time will tell to what 
extent and in what manner the new 
law will affect building work. Тһе indus- 
try is very complex, and while building 
site workers are engaged in a local in- 
dustry, intrastate and not interstate, 
actions which may affect interstate 
commerce or the flow of materials in 
commerce can arise on a local building 
site. Only the courts can decide these 
complicated questions and that may take 
years.” 
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Both of these books 
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ENGINEERED HOUSE 
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Structural Clay Products Institute offers you 


TWO NEW BASIC BOOKS 


featuring 
MODULAR COORDINATION 


Che Engineered Housing Program is made pos- 
sible by modular coordination. The first com- 
plete industry to accept the idea of modular 
dimensions for building materials sizes was 
the Brick and Tile Industry. 


These two books—"Tile Engineering" and "Brick 
Engineering" are basic handbooks for modu- 
lar coordination—the new scheme of design. 
They are essential to all who employ modu- 
lar coordination in their work . . . for the 
smallest dwelling to the largest building. 


Each book has over 400 pages of helpful in- 
formation. Included are brick and tile masonry, 
footings, foundations, floors, walls, gardens, 
R-B-M columns and piers, moisture control, 
estimating tables, standard specifications and 
many other details. Each is well printed and 
bound—well illustrated. 


Send for your copies today! Price; $2.50 per 
copy postpaid. 


STRUCTURAL CLAY PRODUCTS INSTITUTE, Dept. AR-? 
1756 K Street, N. W., Washington, D. C. 


Please send me copy of "Brick Engineering" O 
Please send me copy of "Tile Engineering" O 


1 enclose $ 


Name _ Profession 


Address 


City = - State 
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TECHNICAL NEWS AND RESEARCH 


such as in a flash fire, and the previously 
mentioned safeguards failed to block the 
passage of smoke and flames into the 
wellway, high-velocity water jets di- 
rected down the wellway from above 
would come into action. 

То test the efficiency of the system, 
a test structure was built on the Grin- 
nell proving grounds: a two-story build- 
ing with a mock-up of a moving stairway 
connecting the two floors. А fire started 
on the first floor. of burning alcohol and 


( Continued from page 119) 


smoke bombs, quickly drove observers 
from the area but failed to pierce the 
spray curtain about the wellway. Ob- 
servers on the floor above reported that 
the air was fresh and unaffected. 


FIRE-PROTECTIVE PAINT 


А new paint, Albi-“R”, is said not 
only to be non-inflammable but also an 
actual retardant to the spread of fire. 
When flame is applied to a surface 
coated with it, the paint breaks out into 


IMPLEMENT OF 


GE 
ARCHITECTURE 


did lock trim offers a flexibility 
that ranges from stately, conservative locks to 
modern, contemporary designs. Knobs can be 
placed anywhere on the door. There is a Schlage 
design to effectively complement any scheme of 
decoration or architecture. For information on 
specific lock trim, see your builders' hardware 
man, or write direct to Schlage Lock Company, 
P. O. Box 3324, San Francisco. 


SCACAG 


LOCK COMPANY 


SAN FRANC 
ӘТТЕРЛАТЕН? OF 


sco . 
THE 


NEW YORK 
ЕТІПЛШЕКТЕҮЕЛІ Leer 


Under blowtorch, special paint puffs out 


to form protective blanket of insulation 


a rash of small and large blisters which 
puff out to form a blanket of protective 
insulation between flames and the sur- 
face underneath. This factor prevents 
flash fires and greatly retards the spread 
of flames. It is listed by Underwriters” 
Laboratories, Іпе., and carries the ap- 
proval of the New York City Board of 
Standards and Appeals for application 
on wood, fiber board. acoustical board 
and other combustible materials. The 
paint was developed in the laboratories 
of Harvard University by Dr. Grinnel 
Jones and Dr. Walter Juda under a 
program initiated by the manufacturer: 
Albi Chemical Corp., 9 Park РІ., New 
York, N. Y. 


GLASS-BLOCK VENTILATORS 

Window ventilator units, especially 
designed for glass block walls, have 
frames of extruded aluminum which are 
set in the same mortar as that used in 
laving the blocks. Sizes are scaled to the 
dimensions of 6-in. and 8-in. glass blocks 
in various multiples of their length and 
height. Also available are adjustable 
ventilating fans for installation in glass 
block walls. Winco Ventilator Co., Ine., 
6063 Maple Ave., St. Louis, Mo. 


EMERGENCY LIGHTING 
A means of providing emergency light- 
ing within buildings is offered by Exide 
lighting battery systems, made in a wide 
range of sizes from a small portable type 
with lamp attached to those of large 
capacities which will operate key light- 
ing throughout a large building. Emer- 
gency lighting safeguards are needed 
in many types of buildings: hospitals, 
hotels, and places of public assembly - 
for obvious reasons — and also in many 
industrial plants where lighting failure 
might mean interruption of important 
industrial processes or present a hazard 
to workmen. The emergency systems 
operate as follows: When normal power 
(Continued on page 144) 


Welded Construction Simplifies 
Face-Lifting Operation 


By WILLIAM B. MILLER, C. E., 
Consulting Engineer for Walker & 
Weeks, Architects, Cleveland, Ohio 


NTERESTING problems in the 

integration of structural iron work 
in two adjacent buildings were en- 
countered in a remodeling job on 
the Williamson and Otis Buildings 
in Cleveland. 


It was desired to extend a bank's 
quarters from the Williamson Build- 
ing into the Otis Building, but this 
was complicated by the fact that the 
front of the Otis Building projected 
4 inches over the building line. It 
was necessary to set back this front 
and apply a new front of terra cotta 
and granite to both buildings so that 
the architectural design would carry 
through. 

'The front of the Otis Building, 
being wall bearing, was supported 
at the second floor line by a box 
Warren type truss. In order to set 
the front back it was necessary to 
slice this truss in half in a longitudi- 
nal direction. Тһе architectural de- 
sign was so worked out that a girder 
beam could be erected below this 
truss and masonry walls carried up 
to support existing walls. 

Тһе first step was to install tempo- 
rary shoring to carry the load of 
existing walls during alterations. Fig. 
1 shows the welding of temporary 
needle beams to the bottom flange 
of the old truss. Welding was used 


H us fire COLS. 


"I 
1 
i 


ЫН ЕС BY eiaa 
HUE PLATE O 


ORIGINAL oO 


EZ "e Lego 
pid 


ор TRUSS CUT 
ғ-он THIS LINE 


B'PIPE COLS. 
| TEMPORARY NEEDLE 
: BEAMS 


Fig. 2. Front view and cross-section showing alterations made in order to set wall back. 


to avoid any possible movement in 
the needle beams. Next, tubular 
struts were arc welded into the old 
truss at frequent intervals so that 
underpinning loads could be carried 
directly through the truss into the 
masonry wall above. Fig. 1 shows 
two of these tubular struts directly 
behind a gusset plate at a web inter- 
section of the old truss. 

Fig. 2, a general sketch, shows the 
new 21-inch I-beam erected on new 
columns beneath the old truss to 
assume the wall-bearing load and 
support new masonry. Cross-section 
shows the tubular struts and the lines 
of the old and new facing. A masonry 
wall was then installed from the top 
of this beam and dry packed to the 
underside of the truss. The truss was 


then cut longitudinally and filled in 
with masonry between the tubular 
struts to complete the job. After 
building loads were properly trans- 
ferred to new 21" beam (located 
below old truss), the shoring drums 
were removed and needle beams 
flame cut to clear new masonry. 


The original columns of the Wil- 
liamson Building, erected in the 
1890’s, were made by combining 
four Z-bars with exterior plates and 
interior lacing. Some of this lacing 
was strengthened during this remod- 
eling with are welding. To connect 
new beams into this type of column 
it was necessary to weld new plates 
between existing lacing of this col- 
umn. At other points brackets were 
welded as shown in Fig. 3. 


Fig. 1. Welding bottom of truss to needle beams 
acting as temporary support. 


Fig. 3. Brackets from 21-inch I-beam are welded to 


existing column. 


The above is published by LINCOLN ELECTRIC in the interests of progress. 
Structural Design Studies are available free to engineers and architects. Write The Lincoln Electric Company, Dept. 264, Cleveland 1, Ohio. 
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supply is interrupted, a switch in the 
emergency circuit immediately cuts in 
the emergency lighting batteries. After 
normal lighting has been restored, the 
emergency batteries are automatically 
recharged at a high rate, and are main- 
tained thereafter by a small “trickle” 
charge. Only maintenance required is 
said to be the addition of water to bat- 
tery cells two or three times a year. The 
Electric Storage Battery Co., Philadel- 
phia 32, Penn. 


(Continued from page 142) 


HANGERS FOR SPRINKLERS 


Automatic stud welding is announced 
as an improved method for fastening 
hanger connections for sprinkler systems 
to steel frame structures. Тһе only 
opening that must be drilled or chipped 
in ceiling finish is one large enough to 
admit the insertion of the stud and fer- 
rule, which eliminates the necessity for 
chipping out large openings to accom- 
modate beam clamps. Nelson Stud 
Welding Corp., Lorain, Ohio. 


architects appreciate 


. .. the many advantages of Amtico Rubber Tile. 
Designed to meet their exacting specifications, 


Amtico Rubber Tile is the ideal flooring for 
public and private buildings, where long-lasting 
beauty and silence are a primary consideration. 


Resistant to cigarettes and other blemishes, it 
is easy to clean, reducing maintenance costs to 
a minimum. Banks, airports, hospitals, libraries 
and streamlined trains offer visible proof of 
Amtico Rubber Tile’s ability to look well under 
many tramping footfalls. 


Thirteen beautiful, marbleized colors make 
possible many interesting floor designs, and our 
greatly increased capacity assures prompt 
delivery. Write for illustrated folder апа 
samples. 


AMERICAN TILE & RUBBER СО. 


TRENTON, NEW JERSEY 


Lavatory faucet has dual controls govern- 
ing water temperature and volume 


SELECTOR FAUCET 


A newly announced faucet for lava- 
tories features dual controls for water 
volume and temperature. After the 
amount of water has been selected by 
one lever, a turn of the other varies its 
temperature from cold to hot. The faucet 
is made in both domestic and commercial 
models. Cole Valve Co., 212 Lonsdale 
Bldg., Duluth 2, Minn. 


DIRECTED LIGHTING 


Direct-A-Beam, an adjustable hous- 
ing for PAR 30 or R40 spot or floor 
lamps, is especially designed for the 
high-intensity lighting of displays, mer- 
chandise, murals, desks, or office ma- 
chines. Direction of light can be ad- 
justed by a finger touch or window stick, 
since the lamp in its recessed housing 
rotates a full 360° horizontally and tilts 
downward within 90°, Concentric louv- 
ers can be applied to the lens, and color 
filters in red, blue, green, or amber. 
McPhilben Mfg. Co., Ince., 102 Wooster 
St., New York 12, N. Y. 


NEW FLUORESCENT SHAPE 


А new semi-circular fluorescent lamp, 
known as Circlarc, widens the range of 
fluorescent lighting, for which only 
straight and circular lamps were here- 
tofore available. The lamp is an 18-watt 
tube curved to form a half circle 12 
in. in diam. Two can be joined to form 
a complete circle of light. Rated life 
(at 3 hours burning per start) is 2500 
hours. Westinghouse Electric Corp.. 306 
Fourth Ave., Box 1017, Pittsburgh 30, 
Penn. 


SLIMLINE LAMPS 
Тһе operating range of Slimlines, 
small-diameter fluorescent tubes rang- 
ing up to 8 ft. in length, has been ex- 
tended to 300 milliamperes. This in- 
creased current range is said to give 
more light per foot, with no change in 
rated lamp life, and increase the lamp's 
usefulness for industrial and commercial 
lighting. The higher rating will require 
special ballasts. Lamp Dept., General 
Electric Co., Nela Park, Cleveland 12. 
(Continued on page 146) 
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TESTS PROVE 
METAL PAINTED WITH 


Thousands of tests, under all kinds of service conditions, prove that “Dutch Boy” Red Lead gives metal extra protection 


4 Ways 


Maintenance engineers have long recog- 
nized Red Lead as the “standard” metal 
protective paint. This acceptance is based, 
to a great extent, on its marked ability to 
stand up against moisture, a powerful 
factor in the rusting process. 


Now, scientific research into the in- 
herent properties of the pigment itself, 
shows just how and why Red Lead re- 
sists the effects of water. Briefly, there 
are four reasons: 


1. Red Lead resists water “pick-up”—If a se- 
ries of various metal protective paint 
films are weighed and then submerged in 
water (salt or fresh), it is readily noticed, 
on reweighing after several days immer- 
sion, that Red Lead films have outstand- 


Testing Water Permeability of 
Paint Films—W ith this stand- 
ard apparatus a measure of 
the amount of water that 
passes through a unit of film 
is obtained. 

Experiments show that a 
straight linseed oil film al- 
lows three times as much wa- 
ter to pass through the film 
as when the same film is pig- 
mented with Red Lead. 
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RESISTS EFFECTS OF WATER 
...guards against Rust 


ing resistance to the absorption, or *pick- 
up," of water. 


2. Red Lead resists passage of moisture—R ust- 
ing of metal will not take place if water 
does not penetrate the paint film to reach 
the metal. Water permeability tests of 
paint films (see illustration at lower left) 
show, beyond question, that Red Lead is 
one of the most effective metal protective 
pigments, because of its stubborn resis- 
tance to the passage of moisture through 
the film. 


3. Red Lead resists solution һу water— The ac- 
tion of water on paint films results in a 
partial dissolving of the film. Many metal 
protective films lose a considerable per- 
centage by weight of their films through 
solution in water. On the other hand, the 
solubility losses of Red Lead paint films 
are practically negligible. 


4. Red Lead resists distortion һу water — Red 
Lead films have little tendency to shrivel 
or change in size during immersion in 
water. This is imperative to good metal 
protection. For good protection depends 
on good adhesion, and a paint film main- 
tains better adhesion when it is not dis- 
torted by the action of the water. 


Remember, too, Red Lead is compatible 
with practically all vehicles commonly 
used in metal protective paints, including 
many of the fast-drying resin types. 


Specify RED LEAD for ALL Metal Protective Paints 


The rust-resistant properties of Red Lead 
are so pronounced that it improves any 
metal protective paint. So, no matter what 
price you pay, you'll get a better paint if 
it contains Red Lead. 


The benefit of our extensive experience with 
metal protective paints for both underwater 
and atmospheric use is available through 
our technical staff. 


NATIONAL LEAD COMPANY: New York 6; Buffalo 3; 
Chicago 8; Cincinnati 3; Cleveland 13; St. Louis 1; San 
Francisco 10; Boston 6, (National Lead Co. of Mass.) ; 
Philadelphia (John T. Lewis & Bros. Co.); Pitts- 
burgh 30, (National Lead Co. of Pa.); Charleston 25, 
W. Va., (Evans Lead Division). 


DUTCH BOY 


Reg. U.S. Pat, OR. 
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DRAFTING TEMPLATE 


A transparent plastic template, known 
as Architect’s Aid No. 29, is designed to 
provide a quick and neat delineation of 
commonly used architectural symbols. 
Cut-outs in the plastic give linear out- 
lines of household fixtures, squares, cir- 
cles, and points for pitch, slope, rise and 
run; all at the scale of 14 in. equals | ft. 
А 7-in. scale is at one edge. Rapidesign, 
Inc., Dept. AR, P.O. Box 592. Glendale, 
Calif. 


(Continued from page 144) 


AIR CLEANER 


The Raytheon Home Precipitator is 
designed to operate in conjunction with 
an air-conditioning or warm-air heating 
system, removing dust particles from 
the air by electronic precipitation. As 
the airborne particles pass through an 
electronic field within the Precipitator, 
they become positively charged and 
adhere to collector plates. At infrequent 
intervals these plates can be flushed 
clean by a spray of water operated by a 
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STEEL JOISTS 
ROOF PURLINS 


THE STEEL 


Here's the original Macomber Bar Joist with the 
improved top chord that provides secure nailing 
for flooring materials. The structural convenience 
of the open web is maintained. The improved top 
chord holds nails in a vise-like grip. Result: 
Universal Application. Sizes are determined from 
standard Steel Joist Institute Load Tables. Cataloq 
upon request. 


ROOF TRUSSES 
LONGSPANS 


ROOF DECKING 
STEEL SIDING 


MACOMBER 


CANTON ы 
MEMBER OF 


JOIST INSTITUTE 


Air cleaner for home use removes dust 


particles by electronic attraction 


valve that forms part of the unit. U. 5. 
Bureau of Standards tests are reported 
to show an air-cleaning efficiency of 85 
to 90 per cent for this electrical method, 
as compared with only 10 to 20 per cent 
for mechanical filters. The unit measures 
54 in. high, 28 in. wide, and 27 in. deep, 
and is attached directly to the air intake 
of the furnace or air-conditioning unit. 
It has a rating of 1200 cu. ft. of air per 
minute. Power consumption is quoted 
as 50 watts per hour. Raytheon Mfg. 
Co., Waltham, Mass. 


FROZEN-FOOD 
CABINETS FOR STORES 


increase the flexibility 
of frozen-food services in grocery stores, 
a new line of Frigid-Freeze cabinets are 
mounted on wheels. These “spot-special” 
cabinets, for tying in frozen-food sales 
with related food products, have a 20 
cu. ft. capacity and will hold about 250 
lb. of frozen food or about 20 dozen 
packaged items. Refrigeration Corp. of 
America, Div. of Noma Electric Corp.. 


55 West 13th St., New York 11, №. Y. 


Designed to 


OIL FURNACE 


4 new “pint-size” oil furnace, measur- 
ing only 2 ft. by 4 ft. by 5 ft., is designed 
to heat a 4- to 7-room house. Large 
heating capacity is attributed to the de- 
sign of flue gas and air circulating pas- 
sages. Complete heating unit is mounted 
above the blower so that heat is scrubbed 
from its bottom as well as sides. Heating 
capacity can be increased in order to heat 
additional rooms by substituting another 
nozzle in the pressure-atomizing gun- 
tvpe burner. The furnace is equipped 
with Minneapolis-Honeywell controls, 
room thermostat, automatic draft sta- 
bilizer, and oil filter; also, an air filter 
and automatic humidifier. Kalamazoo 
Stove & Furnace Co., Rochester Ave., 
Kalamazoo, Mich. 


( Continued on page 148) 
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MODEL 75 


Sizes: 32” x 32” x 804 
36" x 36" x 80" and 
40" x 40" x 80" Corner. 


Terrazzo receptor * White 
enameled aluminum cabinet 
Interior lights * Anodized 
aluminum glass doors * Ad- 
justable shower head * Dial 
type mixing valve. 


MODEL 45 
Size 32" x 32" x 76" 


Porcelain enameled re- 
ceptor * Aluminum pan- 
els finished in white 
enamel * Shower curtain 
*Showerhead*Dual 
shower valves. 


MODEL 55 
Sizes: 32" x 32" x 80%, 
36" x 36" x 80" and 
40" x 40" x 80" corner. 


Terrazzo or porcelain enam- 
eled receptor * White enam- 
eled aluminum cabinet * 
Shower curtains * Shower 
head * Dual shower valves. 
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€d on time—and in time 
—when you tone shower cabinets. For 
Tiletone has three styles available right now. If a 
built-in installation is desired— Tiletone has а 
de luxe cabinet combining streamlined beauty 
with genuine utility. Perhaps a basement installa- 
tion gets the call—Tiletone utility cabinet is the 
answer. Or for the new modern corner installation 
—Tiletone offers something strikingly different. 
So, for new homes or old, a second bathroom, or 
basement installation, for office buildings, clubs, 
apartments or hotels, Tiletone has the models you 
can recommend with confidence. 


WHY SPECIFY SHOWER CABINETS ? 


1. А new pre-sold market . . . big demand. 
2. Assured satisfaction for the home owner. 
3. No delay . . . available today. 

Д. Easy, fast installation . . . save space. 


WHY SPECIFY TILETONE ? 


1. A complete line ... 3 popular styles. 
2. New modern design... rigid . . . beautiful. 
3. Improved receptor base . . . leak-proof drain. 


4. Double-baked enamel walls . . . the finish lasts 
and lasts. 


ILETONE 


TILETONE COMPANY 
2323 WAYNE AVE., CHICAGO 14, ILLINOIS 
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There are a lot of points to be checked 


in specifying fence—and Anchor Chain 
Link Fence's four exclusive features hold 
the answer to all of them. Here's why 
an Anchor Fence will insure your 
clients’ maximum protection for long 
years of service: 


1. Deep-Driven Anchors hold the fence 
permanently erect and in line, in any 
soil or weather, yet permit easy reloca- 
tion where necessary. 2. Square Frame 
Gates are amazingly free from warping 
and sagging. 3. U-Bar Line Posts are 
self-draining, rust-free and rigid. 4 
Square Terminal Posts improve strength, 
durability and appearance. 


SEND FOR YOUR FREE COPY OF 
OUR BOOK, "Anchor Protective 
Fences," for your А Т.А. File 14-K 
It's both a catalog and specification 
manual. Shows many types and uses of 
Anchor Chain Link Fence . . . pic- 
tures installations for many prominent 
companies and institutions . . . con- 
tains structural diagrams and specifica- 
tion tables. Just ask for Book No. 110. 
Addres: ANCHOR POST FENCE 
DIV., Anchor Post Products, Inc., 6600 
Eastern Ave., Baltimore 24, Maryland 


A nchor Fence 


Nation-wide Sales and Erecting Service 
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Compass draws circles, ellipses, spirals 


COMPASS 

Circles from 2 in. to 12 in. in diam. can 
be made with the vest-pocket Flex-A- 
Beam compass. According to the an- 
nouncement, it may also be used to draw 
ellipses and spirals. The compass con- 
sists of a stretch-proof linen line in an 
aluminum encased reel. Three push-pins 
serve as center points, and a releasing 
button controls the length of line. 
Stewart-Jackson Instrument Co., Dept. 
AR. 815 Yale Ave., Los Angeles. 


MODULAR DESIGN SCALES 


Palmer Time-Saver Scales аге de- 


signed as a short-cut in the design of 


brick, structural Ше, and concrete block 
work using the 4-in. module. Тһе scales 
are of two types. The first is in the form 
of graph paper divided into 1-in. mul- 
tiples at the usual architectural scales. 
This paper is printed in tablet form for 
“on the job” sketches and quick caleula- 
tions, or in larger size sheets for tracings. 
On the latter. horizontal and vertical 
notations in the margin show both the 
number of 4-in. modules and the com- 
plete dimension for the corresponding 
number of modules (i.e.. 1 module = 
1 in.; 10 modules = 3 ft. 4 in., ete.). 

Тһе second type of scale is designed 
to help one determine quickly the cor- 
rect brick-bond for horizontal and ver- 
tical layouts for piers, openings, etc.. 
and to simplify the calculation of hori- 
zontal and vertical brick, tile. or con- 
crete block courses. 'The scales again are 
based on the 4-in. module, which in- 
cludes mortar joints when used for 
masonry construction; and are printed 
at L4 in., 14 in.. and 34 in. to the foot. 
The Palmer Mfg. Co., 3207 llth St., 
South, Arlington, Va. 


INTERCOM SYSTEM 

The Dictograph Electronic Intercom 
is designed to provide complete inter- 
communication service for small busi- 
ness concerns, small stores, and offices, 
It features a Master Station which has 


( Continued on page 150) 


No. 44 M ills Boiler 


"There's a long, 
long trail...” 


Тһе hot flue gases іп an Н. B. 
Smith Cast-Iron Boiler rise di- 
тесіу to the highest surface 
of the boiler, across to each side, 
to the front through the upper 
flue passages, then to the back 
through lower channels, апа 
finally up the chimney. It's really 
a long, long trail . . . and not a 
straight one. 

Actually, the gases would 
rather rush directly to the chim- 
ney, but the efficient "Mills" 
design hinders them at every 
turn. Instead, they're scientif- 
ically-directed along paths which 
give them a chance to scrub 
against maximum heating sur- 
face and give up more heat. 

That’s the secret of Smith- 
Mills efficiency. Тһе result is 
more heat per fuel unit . . . less 
fuel used . . . lower fuel costs. 

It pays to specify H. B. Smith 
boilers for industrial, commercial, 
institutional and residential jobs. 
If you want to know more im- 
portant H. B. Smith advantages, 
send for your free catalog. 


y г і 
CAST IRON BOILERS 


THE H. B. SMITH СО., ІМС., 
67 Main St., Westfield, Mass. 


Offices and Representa- 
tives in Principal Cities 
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in more ways than one 


Column Type Panelboards save wall and 
aisle space by mounting between flanges of "H" 
columns, and reduce voltage drop with shorter 
branch circuit runs by locating in center of area 
controlled. 

Available now, in standard or dust-tite construc- 
tion with Thermag or Dublbrak Circuit Break- 
ers, 4 to 42 branch circuits, 15 to 50 amperes са- 
pacity, for 3 or 4 wire mains. Write for Bulletin 301. 


Frank «<аа?, Glectric Co. 


ST. LOUIS 13, MISSOURI 


Makers ој BUSDUCT е PANELBOARDS + SWITCHBOARDS * SERVICE 
EQUIPMENT * SAFETY SWITCHES * LOAD CENTERS * QUIKHETER 
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contractor, 


PLANT 


electricians 


USE THIS NEW 


CIF 
lighting Catalog 


You'll find it invaluable when plan- 
ning commercial, industrial and 
floodlighting installations, and when 
buying lighting equipment. 

Here are some of its helpful 
features: 


* Quick-find Index of the most com- 
plete line of lighting equipment 


ЙО 


available. 
* Complete data on each fixture... 
illustration, application, dimension 


diagram, illumination design data, 
list prices and style numbers. 


* Data Section for layout and design, 
including application suggestions, 
recommended levels of illumination 
for various types of installations, co- 
efficients of illumination tables, etc. 


Put your copy of the Westinghouse 
CIF Catalog to work . . . you'll find it 
of real help in solving lighting prob- 
lems. Westinghouse Electric Corp., 
Box 868, Pittsburgh 30, Pa. 7.04129 


Available through 127 Westinghouse Electric 
Supply Offices and Independent Distributors 


Westinghouse 
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(Continued from page 148) 


а 10-call capacity including calls to other 
Master Stations. Accessories include the 
Annunciator, which indicates the source 
of incoming calls originating at substa- 
tions; and an All-Call Paging Switch 
which enables the person at the Master 
Station to use the system for paging. 
Dictograph Products, Ine., 580 Fifth 
Ave., New York 19, N. Y. 


Hot-water heater is of ‘‘tankless’’ design 


TANKLESS WATER HEATER 

A new line of all-steel water boilers, 
called Automatic Heat, features a tank- 
less water heating unit that delivers 
water at a 90? temperature rise, with 
capacities ranging from 150 to 300 gal- 
lons per hr. It is adapted for use with all 
types of radiation, gravity, or forced 
circulation; and for firing with oil, gas, 
or automatic stoker. One model has a 
tankless heater and compression tank all 
under the same jacket. All metal parts 
exposed to flame and water are con- 
structed of !4 in. boiler plate, and a 
molded 1-in. asbestos air cell completely 
encases the heater. The jacket is of 
aluminum. Heat Equipment not Ine., 
1020 E. 75th St., Chicago 19, Ill. 


EASY ON THE EYES 

A series of interior "daylight" paint 
colors has been designed to lessen eye 
fatigue in industrial plant workers. Тһе 
colors comprise four off-shades of white 
scientifically formulated to reduce glare 
from direct and reflected light. One 
shade is for upper walls and ceilings, one 
for machinery above eye level, one for 
wainscoting and all wall areas at eye 
level, and one for machinery and traffic 
lanes below eye level. The colors were 


(Continued on page 152) 


SCIENTIFICALLY DESIGNED 


FUSE 


Keepa 
EQUIPMENT f 


OPERATING 
(100% to 200%) 

Blow points are accurately com- 

puted. Extra surface arca carries 

away heat. Ruggedly built tubu- 

lar bridge and screen ventilated 

case contributes to its efficiency 


and lasting good value. 


Only fF ah 
PIERCE W 


HAS | 
BALANCED | 
LAG LINK 


SCREENED 
VENTILATION 


TUBULAR 
BRIDGE 


FREE : Balanced 
Lag Link to in- 
spect and test. 
Specify amperage, 
voltage. 


BUFFALO 7, 
N. Y. 
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Q What is an effective way of preventing heat loss 
* through the stairway to an attic? 


A See Balsam-Wool Application Data Sheet, Section 
* D Мо, 3: 


Which is the more practical of the two ways of 
° calculating heat transmission coefficient in wall 
construction? 


See Balsam-Wool Application Data Sheet, Section 
"А, №. 3. 


How does one calculate the amount of insulation 
* needed to prevent condensation moisture on inside 
surface of walls and roofs? 


HARD-TO-GET FACTS 


.. now easily available Quick, easy, authoritative answers to tough 
. . . . . * 
insulation application problems—you'll find 


them in Balsam-Wool Application Data 
Balsam -Wool Sheets! These sheets combine the results of 
laboratory and field research—place hard-to-get 
facts at your finger tips. Sheets are 
ІЗ % Sh t conveniently assembled in an A.I.A. file 
a a ee S folder. Mail the coupon today for your set of 


Balsam-Wool Data Sheets—they are yours for 


the asking without obligation. 


" ی‎ қ 
“е ө ө э ө ө ө eee 


WOOD CONVERSION COMPANY 


Dept. 115-97 First National Bank Building 
"2777 ™ A i St. Paul 1, Minnesota 


Please send me set of Balsam-Wool Application Data Sheets. 


SEALED INSULATION 


BALSAM-WOOL • Products of Weyerhaeuser е NU-WOOD * City.... Al e н Kos c En e ee 


= 
" ® 
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Hospital Saves on 
Cost of Heating 


Delaware Hospital, Wilmington, Delaware. 
Heated by 6-zone Webster Moderator System 
of Steam Heating. Completed in 1942. Unit 
No. 1, center, occupied in 1940. Architects: 
Massena & duPont, Wilmington. Consult- 
ing Engineers Jaros, Baum & Bolles, New 
York. General Contractor: Turner Construc- 
tion Co., Philadelphia. Heating Contractor: 
Benjamin F. Shaw Co., Wilmington. 


When a hospital spends in the 
neighborhood of $30,000 annually 
for fuel oil, that's big business. It 
calls for a “controllable” steam heat- 
ing system and careful heating 
plant operation to effect maximum 
economies. 

The outstanding heating record of 
the new Delaware Hospital is based 
оп a "Controlled-by-the-Weather" 
Webster Moderator System of 
Steam Heating, designed by Jaros, 
Baum & Bolles, New York Consult- 
ing Engineers. 

At the time fuel-rationing went into 
effect it was estimated that 620,000 
gallons of fuel oil would be required 
... a fuel rationing board allotted 
500,000 gallons for all purposes - 
heating, sterilizers, laundry, kitchen 
equipment. 

Records show that the Hospital did 
not require a supplementary ration. 
This splendid performance was 
obtained by a combination of a 
soundly designed Webster Moder- 
ator System, a craftsmanlike 
installation by Heating Contractor 
Benjamin F. Shaw and skilled 
operation under Chief Engineer 
Carl A. Baehr. 

Let Webster experience help you 
in your heating system management 
problems. 

WARREN WEBSTER & CO., Camden,N. J. 


Representatives in principal U. S. Cities : : Est. 1888 
In Canada: Darling Brothers, Limited, Montreal 
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originated by H. Creston Doner, director 
of the design department of Libbey- 
Owens-Ford Glass Company, Toledo, 
Ohio, as a means cf easing eye strain of 
employees in its own plants. This com- 
pany does not manufacture the paint, 
but the color shades have been stand- 
ardized by spectrophotometer records, 
available to paint manufacturers. 


X-RAY PROTECTION 


Scientists at the National Bureau of 
Standards are now at work to determine 
the effectiveness of concrete as а рго- 
tective barrier against million-volt wide- 
beam x-rays, use of which is increasing 
in medicine and industry. Industrial 
uses for million-volt x-ray equipment 
increased greatly during the war when 
industrial engineers turned to it as a 
device for detecting flaws in all types of 
metal. The Bureau hopes soon to set up 


standards affording the highest degree of | 


protection at lowest possible cost of 
installation. 


SHOCKPROOF OUTLET 


No-Shok receptacle is a twin outlet 
that prevents foreign objects from being 
inserted in the receptacle slots. To 
connect an electrical appliance, the plug 
is inserted in the slots of a rotary cap 
on the face of the receptacle, given a 
quarter turn, and pushed in. When plug 
is withdrawn, a positive spring action 
closes the slots. The receptacle is de- 
signed to fit all standard outlet covers. 
Bell Electric Co., 1844 W. 21st St. 
Chicago 8, Ш. 


STONE ENTRANCES 

Easy-to-build stone facing for house 
entrances are offered in twelve differ- 
ent styles, shipped from the quarry and 
ready for erection at the site. А typical 
stone entrance "package" consists of 
some 35 units of stone, each piece cut 
and numbered, with directions for its 
assembly by a bricklayer. The special 
skills of a stone mason are said not to 
be needed. Conco Building Products, 


Inc., Mendota, Ill. 
MEASURING CURVED LINES 


Тһе Minerva Curvimeter offers a means 
of measuring curved lines in the drafting 
room. When the wheel of the meter is 
guided along the line to be measured, 
the length of the line is registered on the 
dial in three different scales: 14 in., М 
in., and 14 in. to the foot. A small auxili- 
ary hand keeps track of each complete 
revolution of the main hand which is 
equivalent to 100 ft. A push button re- 
turns the hands to zero. M. Ducommun 


Co., 580 Fifth Ave.. New York 19, N. Y. 


А warm and 


friendly welcome .. . 


a quiet, comfortable, sleep- 
inviting room... right in the 
heart of downtown Cleveland. 
Hotel Cleveland adjoins 
Union Passenger Terminal, 
garage and Terminal 
office buildings... 
close to stores, the- 
atres, and conven- 


ient to any place 
you'll want to go 
in Cleveland. 


HOTEL 
CLEVELAND 
Cleveland, Ohio 
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How Foamglas Insulation is Different 


AND WHY ІТ IS BETTER 


In core walls, PC Foamglas supports its own 
weight. Laid between brick, tile, blocks and 
many other types of backing and facing, it 
helps control temperature and minimize con- 
densation—indefinitely. 


P Foamglas is the only material of its AIR SEALED IN GLASS CELLS 


kind. It is not a fiber, not a wool, not 
a board or a batt. It is literally a foam of 
glass, solidified into big, light- weight blocks, 
each composed of millions of minute air- 
filled glass cells. That is how it is different 
from other insulating materials. 

Its unique cellular structure gives Foam- 
glas excellent insulating properties. And 
since it is glass—and therefore impervious 
to many elements that usually damage or 
destroy other insulating materials — PC 
Foamglas retains its original insulating 
value permanently. That is why it is better 
than other insulating materials. 


PC Е oamglas has proved its ability to PITTSBURGH FOR ADDITIONAL INFORMATION SEE OUR INSERTS IN SWEET'S CATALOGS, 
help maintain temperature levels, to mini- 


mize condensation, in structures of all kinds, A і FOAM 0 LAS 

without repairs or replacement due to fail- E INSULATION 
ure of the material. First cost is last cost CORNING 

when you insulate with PC Foamglas — 
whether walls, floors, roofs or ceilings. When 


you insulate with Foamglas you insulate 
for good. 


Pittsburgh Corning Corporation 
Room 473, 632 Duquesne Way 
Pittsburgh 22, Pa. 


Please send me without obligation, your FREE booklets on the use of PC 


| 
| 
| 
Foamglas insulation for: | 
Why not send the coupon for complete | 
information? Pittsburgh Corning Corpora- кекс “Walls cec. КЕША z | 
tion also makes PC Glass Blocks. Кеше-------а---1-- : : vr 
Address...... ی‎ EENES = еле ١ EEE 

WHEN YOU INSULATE WITH FOAMGLAS... 
doi. doceo и. MAD orc LAM. HN | 


YOU INSULATE FOR GOOD! 
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VAPOR Condensation 
Lots of Fun on Windows 


Lots of Trouble 
Within Walls 


Harmless on windows, moisture con- 
densation plays havoc within walls. 
Uncontrolled condensation can make 
insulation soggy and inefficient, cause 
paint peeling, wall stains — even struc- 
ture rot. À sure way to prevent these 
costly evils is with a separate vapor bar- 
rier. Architects everywhere specify the 
standard— Bird Neponset Black Vapor 
Barrier. Applied on the warm side of 
insulation, Bird Neponset Black repels 
vapor, keeps insulation at peak ей- 
ciency, ends other condensation evils. 
Only about $20 buys life-long protec- 
tion for a $10,000 building. See 
Sweet’s Architectural file, 9b-2. For 
sample, write Bird & Son, inc., 178 
Washington St., East Walpole, Mass. 


Specifications: 
36”; Sq. feet: 500; approx- 
imate wt.: 50 Ibs. Asphalt 


roll width: 


Saturated. Coated both 
sides with glossy asphalt 
surface. Meets Federal 
Specifications — UU-P-536 
Grade B, 


BIRD NEPONSET BLACK 
VAPOR BARRIER 


BIRD & SON, inc, E. WALPOLE, MASS. 
NEW YORK SHREVEPORT 


CHICAGO 
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tion curves and light measurements, en- 
larged section on light sources, and a 
precaleulated footcandle table. Includes 
introductory chapters on the eye and 
vision, characteristics and measurements 
of light, light sources, lighting design, 
and illumination levels. Separate chap- 
ters on lighting design in various types 


| of building, on wiring, and on cost. 


Types of lighting include industrial, 
commercial, school, street, airport. 206 
pp. illus. Lamp Division, Westinghouse 
Electric Corp., Bloomfield, N. J.* $2.00. 


TILES 
Tile Engineering. By Harry C. 
Plummer and Edwin F. Wanner. А 


handbook for users of structural clay 
tile, including facing tile. Describes the 
shapes and sizes of the tile and its prin- 


| cipal properties with respect to color. 


texture, weight, absorption, porosity. 
resistance to freezing and thawing, com- 
pressive strength, etc. Contains detailed 
information and recommendations on 
mortar, the design and properties of 
structural tile walls, and the design and 


| . ж. 
construction of walls, partitions, foot- 


ings, foundations, piers and pilasters. 
Also describes fire-resisting properties 
and methods of constructing and using 
precast tile beams for floors and roofs 
utilized in all-masonry homes and other 
structures. Ап appendix contains esti- 
mating tables and specifications for 
various kinds of tile construction. 453 
pp. Structural Clay Products Institute, 
1756 К St., N.W., Washington 6, D. C.* 


LITERATURE REQUESTED 


'The following individuals and firms 
request manufacturers’ literature: 


Harry L. Alper, Architect, 565 Fifth 
Ave., Suite 1011, New York City. 

Joseph M. Barrow, Architect, 713 W. 
Illinois St., Urbana, Ill. 

Fugard, Olsen, Urbain & Neiler, 19 
5. LaSalle St., Chicago 2, Ill. 


Lloyd B. Knutsen, Architect, 527 | 


Hoeschler Bldg.. LaCrosse, Wis. 
Architectural Division, Long Island 
State Park Commission, Belmont Lake 


| State Park, Babylon, L. I., №. Y. 


William J. Moore and Associates, 
Engineers, 18609 St. Clair Ave., Cleve- 
land, Ohio. 

Roy M. Schoenbrod, Architect and 
Engineer, 8 S. Dearborn St., Chicago 3, 
Ill. 

Noah N. Sherman, Architect, 
William St., New York City. 

(In July issue, Dillard P. Spangler, 
architectural designer draftsman, was 
incorrectly listed as an architect.) 
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Announcing 


IN A NEW, REVISED, 
1947 EDITION ... 


THE MODERN 
HOUSE 


by Е. К. S. Yorke, A.R.I.B.A. 


* This home building classic, with 
its collection of the finest examples 
of modern residential architecture, 
from the United States, England 
and Continental Europe, has under- 
gone an up-to-the-minute revision. 


For Architects, Students, 


Home Builders 


Although illustrated with hundreds of 
fine photographs, this book is no mere 
collection of startling pictures. Mate- 
rials and construction methods are ana- 
lyzed for each house, and preliminary 
chapters discuss walls, windows, roofs 
and planning in relation to twentieth 
century homes, 


Because it is published in England (by 
the Architectural Press) under severe 
manufacturing difficulties, only a limited 
number of copies of THE MODERN 
House will be available for some time 
to come. То get your copy, order it now 
from ARCHITECTURAL RECORD, sole dis- 
tributor, using the coupon below. 


Price: $6.50 


Book Department, | 
Architectural Record 
119 West 40th Street, New York 18, N. Y | 
Please send ........ copy(s) of THE l 
MODERN House for which I enclose І 
(For N. Y. City Delivery add 2%, Sales Tax) 1 
Мате. Нн. 
Address... eae eee et es erue | 
Cy зт Ac сай Zone . . . . State 1 
oe a раны тес 1 


Iu October... 
BRASCO covet on entirety now mote 


store front setting, complete, fully integrated and specifically 
designed to meet the architectural demands of tomorrow’s 


enlarged, full-visibility fronts. 


ж Five glass-holding sash—one rolled in heavier gauge than 
hitherto available. 


ж Fingertip setting—a unique principle (patent applied for) 
which entirely eliminates glass-setting screws. 


* Greatest visibility—larger glass areas incorporating Brasco’s 


deeper grip. 


* Outstanding rolled members in stainless steel or anodized 
aluminum, for every structural requirement—diversified to 
permit individuality and full personal expression. 


ж Heavy-duty bars, substantially reinforced—essential for 
heightened glass areas. 


With Brasco’s present line, the new construction 
will round out the most comprehensive selection of rolled 
members available for modern store front design. 


BRASCO MANUFACTURING COMPANY 


HARVEY (Chicago Suburb) . ILLINOIS 
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The In-bilt Controlens units shown above provide 


an intensive light distribution. 


Single flush unit. Square-lens-square-reflector (basic Decorative drop-trim units. Single and multiple 


No-Box type, modification of #1. Single flush units. 
optics for all except #6.) 12” or 8/,” square lenses types. Ceiling illumination through ribbed glass side Square-lens-square-reflector with 12" ог 8/,” square 
contained іп metal housing for any building construc- panels. 12” lenses. Moy be alternately equipped for lenses. Affords substantial savings іп fire-resistant 
tion. occent lighting. 


buildings. 


Flush units, single or multiple types. 11” square lens. more in-line). Lenses and reflectors are 12° square. 


4 For acoustical tile ceilings. Modification of #3, 5 Multiple fush units (feor-squere as обете ond 2 € 
In metal housing. 


Flush unit No-Box type. Round-reflector-round-lens, 
6 13,” diameter. Employ where round shape is archi- 
tecturally indicated. 


PRODUCTS OF HOLOPHANE RESEARCH 


БА д T 


4 : 
| This matched "Optical-Train" meets over 85% 


of today's IN-BILT lighting requirements 


For general lighting applications, where it is desirable to secure uniform illumina- 
tion from regular grid spacings up to 1/4 times the mounting height, Holophane 
offers the exclusive double-action Controlenses. On superficial examination they 


may resemble other lens types, however their performance for general lighting 
purposes is far superior. 


Observe from the sketch their ability to accept light rays, 
at the same* point on the lens, that approach from equally 
opposite directions, and then to diverge them in an equally 
opposite amount. "ad 


UM 


¥ 
КК АЙ 


The ultimate refinement resides іп the matching of forms: 
square prismatic reflectors with square prismatic lenses; 
round reflectors with round lenses. This results in 
uniform brightness over the entire surface of the lighted unit. 


Consider these cumulative advantages from the use of Holophane IN-BILT 
Controlens Systems: A. highest illumination values from any built-in system... 
B. crystal prismatic glass transmits the light unmodified and undistorted .. 
С. glass control surfaces impervious to chemical change; ordinary washing solu- 
tions restore them to initial efficiency . . . D. low cost per-footcandle-per-year 
because of better maintenance due to enclosed construction . . . E. artificial lighting 
in the natural manner; this method comes nearest to letting in the sky . . . 
F. last word in the art of lighting; interiors appear clean, orderly, spacious. 


Consult Holophane Engineering Service 


The family of Holophane In-Bilt Controlens units are nearly inexhaustible ... Engineering data is 


is more extensive than space permits us to show available from which you can design the average 


and describe here. Actually, the combination of job. If your lighting project requires a technique 


Trade] Mork optical arrangements and lighting effects which which is not readily apparent, the services of our 


can be secured with prismatic Controlens systems Engineering Department are at your disposal. 


| HOLOPHANE COMPANY, 


Lighting Authorities Since 1898 - 342 MADISON AVENUE, NEW YORK 17 N. Y.. 
THE HOLOPHANE COMPANY, LTD., THE QUEENSWAY, TORONTO 14, ONTARIO 


Each ply is a flexible covering 


of stone—made of asbestos 


Make this Fire Test! Тһе ordinary roof- 
ing felt, on the left side, was reduced to 
ashes by the consuming flame. But the 
J-M Asbestos Felt, оп the right, remained 
unharmed ... proving its fire resistance. 
We'll gladly send you the materials to 
make this convincing test yourself. 


Protect your building from the hazard of flying sparks and burn 
ing embers. Insist on a Johns-Manville Flexstone Roof. Iż will 
not support combustion. That's because the felts in a J-M Flexstone 
Built-Up Roof are made of the magic mineral ashestos—fireproof, 
rotproof, long-lasting. 


Flexstone Roofs are smooth-surfaced, too—permitting thorough 
drainage, eliminating the weight of slag or gravel, and making 
any damage easy to locate and repair. Need no periodic coating. 
Felts are perforated to insure smooth application. 

АП Flexstone Roofs are engineered to the particular require- 


ments of your building— whether it's new construction or re- 
roofing. To insure skilled application, they are applied only by 


J-M Approved Roofers. 


Three types available: Flexstone Super ' A," Standard, and Service 
—each the finest that can be specified for its purpose. Write for 
brochure BU-51A, containing complete specifications. Johns- 
Manville, Box 290, N. Y. 16, N. Y. 


JOMNS MANVILLE 
. ^ . 


Because of unprecedented demand, there may be times when we | 
cannot make immediate delivery. Please anticipate your needs. ЖШ МЕ; 


ДӘЛІЗ Bourge 


до? 
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Рей, / fingers 


know! 


i 


Apr archer responds to the smooth, 
speedy cast of a fine yew bow. So does 
the professional draftsman respond to the 
smooth, easy performance of TYPHONITE 
ELDORADO leads. You'll learn the joy of a 
job well done with 


DIXON'S TYPHONITE 


ELDORADO 


PENCIL SALES DEPT: 225-]9, JOSEPH DIXON CRUCIBLE CO., JERSEY CITY 3, N. J. 
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Western Elecfric announces a complete 


28B—12" direct radiator. 756A —10" direct radiator. 755A—8" direct radiator. 


713B & C—High fr 


receivers 


horn. 507 coverage angle. quency horn. 90% cover 


COMBINATIONS ... 


equency KS-12024—Sectoral high frequency KS - 12027 — Sectoral high fre- 


age angle. 


754A —12" direct radiator. 
754B(notshown)12" direct 
radiator for outdoor use. 


KS-12025—Sectoral high frequency 
c 


horn. 80° coverage angle. 


HIGH LEVEL SYSTEMS 
for indoor and outdoor use. 


5-QUALITY COUNTS- 
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line of High Quality, wide range loudspeakers 


Sizes and combinations to meet every sound radiation problem... 


Power capacities from 8 to 120 watts... 


Frequency ranges as wide as 60-15,000 cycles... 


All units designed by 


© ©6 0° 


T'S a thrilling, satisfying experience to listen 
to reproduced sound that is truly high quality. 
The new line of wide range Western Electric loud- 
speakers was designed to make that experience 
available to all... to provide a complete line 
of loudspeakers with the ability to reproduce 
sound of unmatched brilliance and tone. 


HERE'S HOW YOUR QUALITY R 


12” direct radiator 
[outdoor type) 


POWER FREQUENCY 
ТҮРІ HANDLING | RESPONSE 
CAPACITY (cycles) 

755A 70-13,000 81.5 db above 10°** 
8” direct watts per 1q. cm. 
rodietor at 8 watts input 
756A 65-10,000 
10” direct 
radiator 
7288 60-10,000 
12“ direct 
radiator 
754A %0-10,000 94 db above 107" 
12” direct watts per sq. cm. 
radiator at 15 watts input 
a 


757A 60-15,000 93 db above 107% 

2 unit system watts per sq. ст. 
9! 30 watts input 

7138 With horns With 

high frequency radi К5-12024--100 

receiver K$-12025— 
К5-12027-- 

713С With horns (See specifications | With 

high frequency К5-12024-5-7 for horns) К5-12024--97 db 

receiver 800-15,000 


KS-12025—95 db 


40° vertical 


К5-12027 . 

high frequency 90? vertical 

horn 

KS-12024 50° horizontal Sum 
high frequency 40? vertical 

horn 

KS-12025 80? herizontol ЕНИ 


High Level 
Speaker Systems 
(For indoor or 

outdoor use) 


30| 60-10,000 
i" 
іп single units. 


Ronge from 
50? to 100% 


Depends on 
Components 


Depends on 
Components 


SEND FOR 


COMPLETE INFORMATION m» 
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Bell Telephone Laboratories ... 


Whatever your loudspeaker needs, there's a 
Western Electric loudspeaker to meet them... to 
provide you with sound that's based on a whole 
new concept of high quality reproduction. Ex- 
amine the following table to see how your require- 
ments are met, or mail the coupon below for 
literature describing this new line of equipment. 


EQUIREMENTS ARE MET 


RECOMMENDED 
CABINET 
DIMENSIONS 
(Stoping front) 


SPEAKER 
DIMENSIONS 


ENCLOSURE 
REQUIRED 


Dia.— 8%" 
Depth— 35^ 
Baffle Hole Dia.—7* 


Widih —21 
Height—23%" 

Top Depth —9X^ 
Bottom Depth—12%" 


Baffle Hole Dic.—11” 


Оіа.—1212 / за" 
Depth—3X* 
Baffle Hole Dio.—11* 


2% cv. ft. 


Width— 30^" 
Height— 20" 

Top Depth—11&* 
Bottom Depth —13X^ 


Composed of 1-7288 
low frequency uni! and 
3-713С high frequency 
receiver with KS-12027 


52 hern 
Dia. 
Depth—4X* 


Range from ompo f Range from 
140—380 Ibs. 754B | 50' x 26" x 48 
quency units, 713B high to 
frequency receivers, and 78" x 52° к 48 
К5-12024 or К5-12025 
horns 
Graybar Electric Co. А-1 


420 Lexington Ave., New York 17, №. Y. 


Gentlemen: Please send me literature describing the 
new line of Western Electric loudspeakers. 


Name 
Company 
Address 
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"Whitehall" 


Classroom Building at Brown 
University, Providence, К. |. 
Architects—Perry, Shaw & 
Hepburn, Boston, Mass. En- 
gineer — Office of Hollis 
French, Boston, Mass. Gen- 
eral Contractor — Gilbane 
Building Co., Inc. Provi- 
dence, R. |. Heating Con- 
tractor—Joseph P. Cuddi- 
gan, East Providence, R. |. 


HERMAN NELSON PRODUCTS 
SERVE MILLIONS IN AMERICA 


I. some of the finest college and university buildings . . . as well as 
modern grade and high schools all over the country . . . Herman Nelson 
Heating and Ventilating Products are maintaining comfortable and 
healthy air conditions. 


Because the average man spends about 80 per cent of his entire life- 
time indoors, it is important that all buildings in which he goes to school, 
works and plays be properly heated and ventilated. 


For over 40 years, The Herman Nelson Corporation has been building 
quality heating and ventilating equipment for public, industrial and com- 
mercial buildings. Leading Architects, Engineers and Contractors, as well 
as Owners, know that the use of Herman Nelson Products will assure 
maintenance of desired air conditions. 


HERMAN NELSON CORPORATION 


Since 1906 Manufacturers of Quality Heating and Ventilating Products 


MOLINE, ILLINOIS 
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Complete technical data on Federal Standard Cold Cathode lighting 
fixtures and lamps is now available to engineers, architects, designers—every- 
one planning improved lighting. 

Federal Electric Company is the first in the industry to provide com- 
plete factual data for installation and performance of Standard Cold Cathode 


lighting units. This data has been published in convenient folder form to 
assist you in computing lighting installations. The data covers Federal's 
complete fixture line. 


INDUSTRIALITE — 


FLUSHLITE Sky-tex glass as shown or 


supplied with louvers 


STREAMLITE 


OTHER FEDERAL FIRSTS 
FIRST to design completely modern functional fixture units 
(25 types available). 
FIRST to develop automatic lamp processing equipment for 


manufacture of reliable Cold Cathode lamps. 


FIRST to standardize the trouble-free positive contact pin 
base for Cold Cathod lamps, obsoleting the ferrule-type 
carried over from the neon sign type of lighting. 


FIRST to provide a safe socket — approved by Underwriters 
for residential use. 


FIRST to provide complete engineering service. 


Federal Cold Cathode Fluorescent 


о P Y Lighting Technical Bulletin112. 


7 has been reserved — write today for 


FEDERAL ELECTRIC COMPANY, Inc. 


8700 SOUTH STATE STREET . CHICAGO 19, ILLINOIS 
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Smartly styled snack bar and cocktail lounge. Servel Air Condi- 
tioner keeps customers cool in summer, warm in winter, and clean 


and comfortable all year 'round . . . helps boost patronage, too. 


m 
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Modern-designed florist shop. Servel Air Conditioner pays big divi- 
dends by keeping flowers fresh and attractive— winter and summer. 


оррегѕ paradise 


will be 


From snack bar to florist shop, 

Hampton Village’s stores will 

be equipped with Servel All- 
Year Gas Air Conditioning 


AMPTON VILLAGE—located in the midst of 
one of St. Louis’ most fashionable urban 
and suburban areas—is not only one of the largest 
drive-in shopping centers in America, but it’s 
the only one that will be completely air condi- 
tioned. This $11,000,000 project covers an area 
equal to 14 city blocks...and will include 110 
retail stores. 

What’s more, every Hampton Village shopper, 
salesman, and worker will enjoy the comforts 
and health-giving benefits of Servel All- Year Gas 
Air Conditioning. 


Individual Servel Air Conditioners are installed in each store... and 
controlled by the tenant. Here's a typical basement installation. 
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in St. Louis 


Servel, Inc. is a member of the Producers 
Council, and is engineering its products 
to conform with accepted practices in 
modular planning. 


All -Year Air Conditioned 


ЫА 


AREMANSELOMEARE тик LAVWORRALL 


Each of the 22 stores now completed has its 
own self-contained Servel unit. Each tenant has 
complete control over the temperature in his store 
by simply using the Servel Selectrol. In summer, 
Servel circulates air that's refreshingly cool and 
free from humidity. In winter, the same unit pro- 
vides comfortable, properly humidified warmth. 
АП year long, Servel keeps the air clean and 
draft-free. 

It's easy to see why Hampton Village chose 
Servel in preference to other kinds of air condi- 


TRIED...PROVED...SUCCESSFUL 


(From Boston to San Diego . . . From Bismarck to Miami) 


The Servel All-Year Gas Air Conditioner is already operating 
successfully in hundreds of installations from coast to coast. Some 
have been running for more than seven years. The equipment is 
tried, tested . . . and approved by users everywhere. 


P GAS А 
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R CONDITIONER 


tioning equipment. No other type provides the 
simplicity of control and flexibility of service. 
'This is especially important in a super shopping 
center, where the air conditioning must satisfy 
the practical and comfort requirements of sev- 
eral different kinds of retail businesses. 

For complete information on all the advan- 
tages and conveniences of Servel All-Year Gas 
Air Conditioning, see your local Gas Company 
...or write to Servel, Inc., 8709 Morton Avenue, 
Evansville 20, Indiana. 
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‘COPPER 
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AND COMMON SENSE 


TROUBLE always costs more than REVERE COPPER 


ROM the start of your plans throughout the life 
For the house, Revere Copper and Brass Іпсогро- 
rated works with you to insure your client’s lasting 
satisfaction. 

» Revere Literature helps you convey to your clients 
a better understanding of the part copper plays in 
protecting a home. 

е Revere Research is constantly at work to develop 
the new data you need to design ever-finer copper 
construction. 

е Revere's Technical Advisory Service, Architectural, 
is always ready to help you solve new or difficult 
problems. 

It is because of this all-around cooperation—in addi- 
tion to the consistently fine quality of Revere copper 
and brass building products—that trozble always costs 
more tban Revere Copper. 
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Revere products include: Copper Water Tube for use 
with soldered fittings for hot and cold water lines and 
heating lines; Red-Brass Pipe; Sheet Copper and 
Herculoy for tanks, pans, ducts and trays; Copper oil 
burner, heat control and capillary tubes . . . and, of 
course, Sheet Copper for roofing, flashing and other 
sheet metal construction. They are handled by leading 
distributors in all parts of the country. 


REVERE 


COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 


Mills: Baltimore, Md.; Chicago, Ш.; Detroit, Mich.; New Bedford, 
Mass.; Rome, N. Y.—Sales Offices in Principal Cities, Distributors 
Everywhere. 
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W/hen day 15 done... 


Же Же кескен Hall- Marvin 
CIRCULAR NIGHT DEPOSITORY 


Write, Wire or Telephone for Descriptive Literature 


HERRING - HALL - MARVIN SAFE CO. iios ono 


Branch Offices: NEW YORK CITY * CHICAGO * WASHINGTON, D.C. * BOSTON * BUFFALO 
PITTSBURGH * DETROIT • ST. LOUIS • ATLANTA * HOUSTON • LOS ANGELES * TORONTO 
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ITS NEW! 
"eus; MLECTRIC 


that stores everywhere have asked us for! 


For the first time, a high quality, single-file electric stairway has been created 
2.. for the limited budget . . . in response to the demand of small and medium 
size retail stores all over the country! 

Carrying 4,000 people an hour at 90 feet a minute, the new Westinghouse 
Electric Stairway now makes profitable the use of moving stairways in smaller 
stores to bring first floor traffic . . . and sales . . . to every floor! 

This new electric stairway has the fine quality features of the Westinghouse 
Electric Stairways so famous in the large department store field. It has been 
made possible by reason of the progressive engineering and research facilities 
long maintained by Westinghouse... and has resulted directly in design 
simplification and standardization that add up to a high quality electric stairway 
with economy. 

Only a limited number will be available for delivery in 1948. Investigate 
now! For complete information, write to the Westinghouse Electric Corpora- 
tion, Elevator Division, 150 Pacific Avenue, Jersey City 4, N. J. on your 


letterhead please. ж Engineering information available to architects 


We stinghouse 


ESL Ee VEA BIO R DM VISTO N 


J-98507 
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Casa Glamaretta Apartments, Fort Lauderdale, Fla. Architects: Grunkemeyer & Sullivan and Associates, Cincinnati. Associate: Upton C. Ewing, Miami, Fla. 
General Contractor: Universal Construction Co., William Schantz, President, Fort Lauderdale, Fla. 


OPEW-WEE JOISTS 


The breeze-swept Casa Glamaretta apartments at Fort 
Lauderdale, Fla., command an inspiring view of the Atlantic 
Ocean to the east, the picturesque Intra-coastal Waterway 
to the west. 

With a spacious patio, as well as an 80-ft concrete dock 
and fishing facilities, the three-story brick-and -reinforced- 
concrete structure contains twenty-five separate suites, in- 
cluding two penthouse apartments. More than 70 tons of 
Bethlehem Open-Web Joists were used in its construction. 

The important advantages they offer to architects and 
contractors make Bethlehem Open-Web Joists ideal for 
light-occupancy structures. 

When used with concrete floor slab and plaster ceiling 
they provide a low-cost floor construction which holds fire 
in check for two hours, and in addition is effective in reduc- 
ing the passage of sound. Moreover, Bethlehem Open-Web 


BETHLEHEM OPEN-WEB JOISTS 


Joists eliminate the possibility of squeaky floors and open 
baseboards and save construction time, as they permit 
pipes and conduits to be run through the open webs. 

They come plainly marked, ready for installation. Two 
men can handle the Bethlehem standard-type joist, and 
merely a light-weight gin pole is needed to put the Long- 
span type of joist into place. 

There's a new, illustrated catalog on Bethlehem Open- 
Web Joists, one which you'll refer to often when designing 
with steel joists. The nearest Bethlehem district office will 
gladly send you a copy. Or write to us at Bethlehem, Pa. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by 
Bethlehem Pacific Coast Steel Corporation 
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Radiant heat 
gets my vote! 2) 


( 
Y 


| Convection heat 
N ‹ "e | 


X) | gets т оғе! 
v "~ 


" 
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Modine gives you BOTH of these 
great heating principles blended into one! 


Avi А 


RADIANT HEATING CONVECTION HEATING 


Notice those arrows? That's radiant heat .., Convection heating. The hot water or steam cir- 
mild radiant heat coming from that Modine culates through the copper heating unit, draws 
Convector Panel in just enough quantity to off- the cooler, floor-line air into the bottom of 
set heat loss from window areas. But we don't the convector where it's warmed, rises, and is 
stop with just radiant heating. To it we add — then gently circulated throughout the room. 


Result: Dependable new heating comfort for moderate cost homes and apartments . . . distinctive room charm 
and cleanliness without unsightly radiators! Yes, Modine Convector Radiation provides a modern, blended heating 
system for modern living — a heating system that makes possible individual room control — that responds almost 
instantly to sensitive automatic controls — that gives you gentle air circulation without the use of moving parts that 
wear out. If you're planning to build or modernize, think of Modine Convector Radiation . . . look for Modine's 
representative in the ‘““Where-to-Buy-it” section of your phone book . . . or send in coupon below for new, free 
Convector Booklet! MODINE MANUFACTURING CO., 1773 Racine Street, Racine, Wisconsin. 


MODERN CLOSE TEMP- EASY TO ADDS TO PRICED EJ hr a8 y 
BEAUTY ERATURE CONTROL INSTALL LIVING SPACE FOR TODAY'S ۾ *ي‎ E 
HOMES AND ت‎ 44% 
APARTMENTS к e 
Ф. کې‎ 9 
ъ ° > 
a 


CONVECTOR RADIATION ue oF 


с? o 
The Modern "proved by use" heating method %- کے‎ aM کھے‎ 8 
ж. So. 9 v 


4 Scene in suture winding room where conditioned air and con- 
trolled humidity are necessary safeguards. Blocker Air Condi- 
tioning Corp., Newark, N. J., installed the system. 


General view of Ethicon Suture Laboratories, designed by 
architects R. G. and W. M. Cory, New York. Rogers & Gons, 
New Brunswick, N. J., were builders. 


PERFECT SETTING FOR SUTURES... 


Comfort Cooling—Controlled Humidity — 


Hospital Cleanliness... with Maximum Safety 


Assured by “Freon” Refrigerants 


In the ultra-modern Ethicon Su- 
ture Laboratories—a division of the 
surgical dressing house of Johnson & 
Johnson, New Brunswick, N. J.— 
cleanliness rivals that maintained in 
the world’s largest and finest hospi- 
tals. The laboratories are immacu- 
late throughout and perfectly air 
conditioned with equipment utilizing 
“Freon” safe refrigerants exclusively. 


, 


In a "winding room," catgut su- 
tures are wound on small paper reels. 
'Temperature and humidity are of the 
utmost importance because catgut 
stretches when there is an excess of 
moisture . . . becomes brittle if condi- 
tions are too dry. So temperature is 
held constant at 75°F.; relative hu- 
midity at 45% the year round. 


In the sealing room (a sterile area 
where the sutures are packed in her- 
metically sealed glass tubes), condi- 
tioned air is a comfort necessity, for 


the sealing operation is done with the 
aid of confined flame in automatic 
glass-blowers. 


Plant equipment providing both 
the conditioned air and perfectly con- 
trolled humidity consists of a 75 h. p. 
York refrigerating machine and a 
5 h. p. Copeland compressor. Both 
units are located in a convenient 
motor room in the basement of the 
building. Both use “Freon” . . . rec- 
ommended because the dryness, pur- 
ity and uniformity of these well- 
known refrigerants assure maximum 
safety, economy, and efficiency of 
operation. 


When plans call for modern air 
conditioning, humidity control or re- 
frigerating systems . . . recommend 
or specify equipment designed to 
utilize “Етеоп”” safe refrigerants. 
Kinetic Chemicals, Inc., Tenth and 
Market Sts., Wilmington 98, Del. 


Sealing room operators keep comfortable de- 
spite heat from glass-blowers used in their work. 


REC. U, S. PAT. OFF. 


age ео 


REGISTERED TRADE MARK FOR 


FREON IS KINETIC'S 


ITS FLUORINE REFRIGERANTS AND PROPELLENTS 
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For Decorating 
For Weather Sealing 


For Concrete, Stucco, and Masonry 


For Exteriors 


For Interiors 


27 years of successful use prove its quality 


@ Down through the years, leading 
architects have specified Medusa Portland 
Cement Paint for all concrete, stucco, and 
masonry surfaces. They know that Medusa 
Paint gives the results they want—long 
lasting beauty, permanent colors, and 
complete weather sealing. Time—27 years 
—has proved that the architects are right. 
Medusa Paint 25 best. It is the easy way 
to assure long lasting beauty and weather 
sealing at lowest cost. 


And there are good reasons for it. One 
important reason is the fact that Medusa 
Paint is manufactured by a cement 
company. All the research facilities—the 


Send coupon for your free copy 


Му, 47. 


SA K sy 

of SA р 

Ағу ODUCTS prvrsion 
00м PORTLAND CEMENT C 


EC Clem nd Building 
SS апа. Ohio 


specialization—for the development of 
better cements, have been applied to this 
paint. This has led to the best paint pos- 
sible—one that really sticks to concrete, 
stucco, and masonry surfaces—one that 
assures long lasting client satisfaction 
every time. 


You can give your buildings more indi- 
viduality by specifying Medusa Paint in 
any one of its ten attractive colors. Each 
gives long lasting beauty—each is equally 
effective on exteriors or interiors. Why 
take a chance? Choose the paint that time 
has proved best. Specify Medusa Portland 
Cement Paint for exterior and interior 
—above or below grade. 


of “Painting Concrete, Stucco, and 


Masonry.” It gives you complete 
details...tells you how to seal and 
decorate concrete, stucco, and ma- 
sonry—the easy, long lasting way. 
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M E D U S A 
PRODUCTS DIVISION 


of MEDUSA PORTLAND CEMENT COMPANY 
1015 Midland Building, Dept. "I", Cleveland 15, Ohio 


Gentlemen: Please send me free copy of the book- 
let, "Painting Concrete, Stucco, and Masonry." 


Nune. aset E ЖАРИ 
Address М ананы 
City ..... ; State . 


Also made by Medusa Products Company of Canada, Ltd., París, Ontario. 


JAMES WELDON JOHNSON HOUSES 


ei 
FAV ZQIEGONS ] FT Zeb ОЗ 
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It’s FITZGIBBONS 
in this fine new housing project 


. . . And therefore it's assured comfort and assured operating 
Architects: Julian Whittlesey, 


fate M Ұйық and Rober economy and long life. Mighty good reasons for the instal- 
2 E 1C Л . m в . . 
Vua Dorstruction Go. CoA. lation of these five Fitzgibbons “Р” Type steel boilers with 
sulting Engineer: Alexander D. : н ^ a 2 
Crosett. Heating Contractor: a combined capacity of 212,500 sq ft S.B.I. rating, in this 
eating Maintenance Corp. z 2 = 
Phi ce rum of New York new construction—one of a number of outstanding Fitz- 
$ibbons installations in New York City Housing Projects. 
— Fitzgibbons ‘‘D’’ Type steel boilers, with their heritage 


of fine construction and proven design, are increasingly the 
choice for large building projects. Strict compliance with 
A.S.M.E. Codes, Hartford Inspection and Steel Boiler Insti- 
tute requirements mark one important reason why. You'll 


шегі кіші be interested іп the many other important reasons. Ask us. 
Fitzgibbons Boiler Company, Inc. 
101 PARK AVENUE, NEW YORK 17, N.Y. 
Manufactured at: OSWEGO, N.Y. Sales Offices in Principal Cities 
174 
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I À |} l: To 10,000 “Confirmed Skeptics” 


to write on, walk on, smear beautiful Stainproof VARLAR 


— and prove it's the most amazing wall covering ever known! 


Varlar is so enduring it can be washed 25.000 
times—and still look new! Not a claim—but fact, 
proved by critical tests in the laboratory and actual 
usage. Proved, too, that oil, ink, grease, mercuro- 
chrome, jam, crayon, syrup, candy, vinegar, pen- 
cil, lipstick, hot kitchen grease, dirt accumulation 
—STAINS OF ALL KINDS—easily, quickly wash off 


Varlar with ordinary soap and water. 


Not a plastic-coated paper, Varlar has no coat- 
ings to crack, peel or discolor. Its stainproofness 
goes clear through, lasts for life... resists water, 


fire, vermin, bacteria, too! 


Skeptical? Then send handy coupon for FREE 
Varlar sample. Make your own tests with any of 
the staining agents above, watch Varlar come 
clean with soap and water. 90 breathtakingly 
beautiful styles... plaids, florals, weaves, stripes, 
pictorials, solid tones... go up easily as wallpaper. 


Send coupon today. 


A scientific triumph after 9 years 
research! Now ready to begin a new 
era of low-cost wall beauty and 
maintenance in hospitals, schools, 
theaters, hotels, restaurants, 

buildings of all kinds. 


World-famed artists and wallpaper 
designers styled Varlar. New use 
of plastics achieves dramatic, full- 
dimensional designs . . . true-to- 
life colors never before possible. 


Mover BY/0t0 Suche opa Beauly MAKE THIS FREE TEST NOW! 


г--------------------------------------- 
1 
. 1 VARLAR, INC., Dept.D-97 
i : Merchandise Mart, Chicago 54, Illinois 
П I'm skeptical, but willing to be shown. So send my FREE Varlar 
I sample and I'll make my own tests. 
Stat Nall Covert: 
tainproof Wall Covering ee o 7 
* 1 
242” " ! се عا ا ا‎ 5 = 
VARLAR, Inc., Division of UNITED WALLPAPER Chicago - 
I City ан ы e уе са. Zone SUIS — e 
I 


Available in Canada through Trimz Co., of Canada, Ltd., Toronto 
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refrigeration that looks ahead 


Centrifugal refrigeration has made 
great strides since it was developed 
by Dr. Carrier and his associates 25 
years ago. By far, the greatest number 
of centrifugal refrigerating machines 
in use today are Carrier-designed. 
They’re found in almost every major 
installation—from air conditioning 
skyscrapers to providing low-tempera- 
ture refrigeration for great packing 
houses. They're first choice of those 


who want modern refrigeration in the 
years ahead. 

Pioneering research and a quarter- 
century's experience on large-scale 
installations give Carrier unrivaled 
knowledge of centrifugal design. 
Carrier was first to offer low-fin tub- 
ing, which simplifies maintenance and 
lightens weight and the first to 
develop an economizer to reduce 
horsepower. This centrifugal is the 


only one that has the dollar-saving 
Carrier shaft seal. 

Carrier centrifugals vary in capacity 
from 100 to 1200 tons. They can be 
used in existing ammonia systems, and 
driven either by direct turbine or by 
motors. As with every Carrier product, 
Carrier leadership assureslong, trouble- 
free service— plus low-cost operation 
and maintenance. Carrier Corpora- 
tion, Syracuse, New York. 


air conditioning 


refrigeration 


industrial heating: 
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VISIBILITY OF THE ENTIRE SHOWROOM is made easy by large plate glass windows 
on front and side. The showroom is flooded with daylight—and at night exhibits 


the autos in a brilliantly-lighted, giant showcase. 


Ф 


GSC. 


... FOR BEAUTY 
... FOR PRACTICALITY 


WITH (Glass 


Count on glass to provide the benefits your clients want 
in new storefronts. Beauty that catches attention... 
impressive display of merchandise day and night... 
and the practical matter of easy maintenance. 

This dealer showroom in Salt Lake City takes ad- 
vantage of the many benefits of glass. Transparency for 
visibility and light transmission. A hard, gleaming, 
weatherproof surface that always looks new and that 
doesn’t need refinishing. 

A Visual Front lets people see in. This principle of 
displaying the entire store to potential customers is 
being applied to stores of many types. Our colorful 
Visual Fronts book includes many ideas that you'll find 
helpful in your storefront planning. Write for it. 
Libbey:Owens-Ford Glass Company, 6597 Nicholas 
Building, Toledo 3, Ohio. `® 


VISUE 4 LIBBEY. OWENS - FORD 


a Gu Vane it GLASS 
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THE BEAUTY OF GLASS is an important element 
in building design. Here, lustrous black Vitrolite* 
glass facing over the solid area “dresses up" the 
front. Vitrolite is available in a range of colors. 
They permit wide latitude in decorative effects. 
Tuf-flex* tempered plate glass doors enhance the 
beauty of the front. 


A FEELING OF SPACIOUSNESS is achieved in the 
showroom, and the display appears to be dou- 
bled by the use of plate glass mirrors on the end 
wall. In addition, Vitrolite is used here for at- 
tractive facing on the counter. Note the recessed 
ing lighting through panels of Reglex pat- 
terned glass. 


Architect: Young and Hansen, Salt Lake City. 


POSI 


AIRF LOG 


А, the vital point of air delivery 
you measure the real efficiency of an air con- 
ditioning system. And, of course, the selec- 
tion of air distribution equipment largely 
determines performance. 


Take our improved Aerofuse Multi-Louvre 
Damper, for example. Balanced system as- 
sured by minute adjustment of air volume 
. convenient to regulate. Multi-Louvre 
construction divides supply stream, gives 
uniform distribution over entire outlet . . . 
and with minimum turbulence in air stream, 
quiet operation. In open position, damper 
provides effective area greater than that of 
corresponding size diffuser . . . closed, it 
” assures complete shut-off. Tamperproof, 
louvres can be positively locked in any posi- 
tion . . . or, if desired, operator handle and 
rod may be removed to maintain established 
setting. 


These are exclusive T & B designed-in fea- 

tures. As a result, when you specify Aerofuse 
ceiling diffusers—equipped with the Damper 
—for installation at the distribution end of 
air conditioning systems, you can be sure of 
effective, efficient control...the proper 
amount of supply air, delivered as you want 
it, where you want it, evenly distributed and 
without drafts. 


a development of 


Rush me complete information on the Aerofuse Damper. 


ата NO. city sont -— NEW BRITAIN, CONNECTICUT 
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“Г glad we're baving Todd Burners 
in thts development” 


...а Wise Specification—TODp Burners imum fuel consumption. There $$ 
for minimum füel consumption Proved line of Todd Oil or Gas Burners, fully 


ts 4 trolled, to fit al] requirements, regardless of the 
I: problem of estimating future operating 


4 E i type of building or the Power set-up. In addition, 
Costs 15 restraining many business men from А 
à 21 3 special equipment сап be tailored to meet your 
making decisions оп building Projects. A major з ч 
exact specifications, 
пет іп operation is the cost of producing power 
and heat, 


For more than thirty years, Todd has led the field modeled buildings consult Todd Engineers. They 
in the development of combustion equipment will cooperate i 
With maximum Power capacity coupled with min- the individual 


COMBUSTION EQUIPMENT DIVISION 


TODD SHIPYARDS ee 
81-16 45th Avenue, Elmhurst, Queens, N. Y. 


PHILADELPHIA, 
OKEN, NEWARK, INGTON 

CHESTER, HOB TIMORE, WASH F 
CHARLESTON, 5. C., CHICAGO, BOSTON, VESTON, MOBILE, NEW ORLEANS, LOS ANGELES, 
CHARLESTON, S. м GALVESTON, М , UENOS AIRES, LON қ 

RA PIDS, TAMPA, ARRANQUILLA, В 

ааа TREAL, TORONTO, B. 
EATTLE, MON 
SAN FRANCISCO, S 
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Томслм iron 


Costs Less in the End 


It's a fact! Toncan Iron possesses the highest rust-reszstance of all ferrous 
materials in its price class. That's why any sheet metal installation costs 
less in the end—if it's made with long-lasting Toncan Iron. 


Made from highly refined open-hearth iron, 'Toncan Iron contains cop- 
per—twice as much as copper-bearing steel or iron—p/us molybdenum, 
which increases the effectiveness of the copper. Hence, its rust-resistance 
is uniform throughout the metal—is unaffected in any way by bending, 
shearing, punching, corrugating, riveting and other cold working. 


For nearly 40 years, Toncan Iron has been a recognized leader in its field 
—providing low-cost, unfailing rust protection in every type of sheet 
metal product. And it's easy to work and weld. To get the complete story 
about this versatile iron, write today to: 


REPUBLIC STEEL CORPORATION 
GENERAL OFFICES CLEVELAND 1, OHIO 


See SWEET'S FILE Export Department: Chrysler Building: New York 17, New York 


— or write us for detailed 

information on tbese Repub- 

lic Steel Building Products: 
Pipe—Sheets—Roofing 
Enduro Stainless Steel 
Toncan Enameling Iron 


Electrunite E.M.T. 
Fretz-Moon Rigid Steel Conduit 
Taylor Roofing Ternes 
Berger Lockers, Bins, Shelving, 
Berger Cabinets for Kitchens 
Truscon Steel Windows, Doors, 
Joists and other building products 


ТОК "TM = ; 


—for ducts, gutters, conductor pipes, roofing, siding, tanks, ventilators, skylights, hoods and other sheet metal applications requiring rust-resistance —and for corrugated metal drainage products 
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Radiant Heating Coils resting on Zonolite Insulating Concrete 


Another new development for buildersC FLOORS THAT 
INSULATE! By using Zonolite Insulating Concrete for grade 
level floors in commercial structures or homes, cold and damp- 
ness can be eliminated. Heat loss into ground will be avoided. 


Zonolite Insulating Concrete floors are made by mixing a 
specially graded Zonolite brand of vermiculite with Portland 
cement. This insulating concrete can be placed directly on the 
ground (vapor seal often placed on ground first) forming a 
fireproof, rot proof, termite proof, vermin proof floor base. 


Covering coils with a topping of ordinary concrete 


When radiant heating is specified, these floors are particu- 


larly desirable as a base for the coils or ducts. After laying the ZONOLITE CONCRETE FLOORS 
coils on this highly efficient and permanent base, they should REDUCE DEAD LOAD IN HIGH BUILDINGS 
then be covered with ordinary concrete. Heat waste into the 


; Zonolite Insulati 
ground is greatly reduced and enables the room to heat faster. өсіне Inscianng Conc dien Jed Kr UH 


over steel pan floors, reduces dead load. When used 


Whenever a floor is constructed on grade level, regardless in this way, the fireproofness of the building is 
of whether or not it has radiant heat, Zonolite Insulating greatly increased as Zonolite is one of the most fire- 
Concrete should be specified. Because of the low heat capacity proof materials known. Zonolite Concrete aggre- 
of Zonolite Insulating Concrete, condensation оп the floor 8416 weighs as little as six pounds per cubic foot. 


Send now for complete information about Zono- 


surface on warm, humid summer days is avoided. : 
lite Concrete Floors. 


ама сынай pr ------- --------------......-, 
INSULATION CO. 1 Universal Zonolite Insulation Co. ! 

Dept.AR-97, 135 S. La Salle St 1 Dept. AR-97,135 S. La Salle St., Chicago 3, Ш. i 

” Chicago 3, Ш. : 1 Please send complete details on Zonolite Insulating Concrete Floors. - 

Р - NAME оос еъ овгоо оосо со ө өй ээ Ө оссо елее гооо ьа онаа H 

ои 223 icu 1 I 

a MAIL COUPON 4 ДАГУУ... е esee reno suat oss карбо ЕЕЗ Ооа a spe re e э - 

ҒОЙ DETAILS DS Lassen itat merit: Wee T a ! 

ze ae 5 2. 254 5 1 Please check: O Architect O Engineer O Draftsman Г] Contractor Н 

SEE YOUR LOCAL LUMBER AND BUILDING MATERIAL DEALER *Zonolite is the registered trade mark of Universal Zonolite Insulation Co. 4 
—— eee еее же — n "n "Urn" өк» еке a a" "n n" "m ел» өл» d 
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€ FLEXIBLE CONDUIT 


Fast construction demands conduit that’s made for speed. And, for real 
speed, you'll find General Electric flexible conduit hard to beat. It's made 
to simplify and expedite construction work where time is a factor — where 
protection and flexibility are essential. For construction speed, specify 
General Electric flexible conduit. 


It’s Right for Speed on: 

Temporary wiring for construction projects 

Wiring machine tools, shop equipment, signs 

Wiring for light construction, and — in certain areas — houses 


and stores 


It’s Available Now! 
Contractors will have no trouble meeting your specifications for 


General Electric flexible conduit, because they can get it now. 


These Features Mean Speed: 
No awkward equipment 
No delays 


No heavy bending • 


No threading e No waste ® 


Let your General Electric merchandise distributor tell you more about 
construction speed with flexible conduit. Section C67-95, Appliance and 


Merchandise Department, General Electric Company, Bridgeport 2, Conn. 
GENERAL (2 ELECTRIC 
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RACEWAYS ROUNDUP 


with your 


Merchandise Distributor 


Available Now — General Electric S-type 
bar hangers are available now, to help 
construction men end the annoyance of 
handling a large 


assortment of 


d hangers. The S- 


type bar hangers 
are made in sizes 
to fit studding on centers up to 24 inches. 


Q-Floor Wiring Data Manual — Now, 
you can get all the details on General 
Electric Q-Floor 
Wiring in one 
comprehensive 
manual. Specifica- 
tions, detail draw- 
ings, photographs, | 
and listings of wir- : 


WIRING 
ing components 
are all in the Gen- 
eral Electric Q-Floor Wiring Data Man- 
ual. Write for your free copy to Section 
C67-95, Appliance and Merchandise 
Department, General Electric Company, 
Bridgeport 2, Connecticut. 


For Lasting Protection to Wiring, remem- 
ber the two General Electric lines of 
rigid conduit: 
General Electric 
white, hot-dip 
galvanized for pro- 
tection fromatmos- 
pheric corrosion, 
and General Elec- 
tric black, enamel-finished to fight off 


chemical attack. 


Any General Electric Merchandise Distrib- 
utor will gladly tell you more about the 
complete General Electric line of conduit 
products. Don’t hesitate to give him a 
call, whether you need materials or just 
plain advice. 


*Trade-mark Reg. U. 8. Pat. Off. 
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HASE Copper Tube for 
de Radiant Heating is light 


іп weight...of small diameters 
— two principal reasons why 
the standard amount of plaster 
is all that's required for ceiling 
installations of radiant heating. 

Coils up to 100 feet long can 
be held in position by a single 
workman, while the second 
bends the tube and fastens it 
in place. 


Chase 


WATERBURY 91, CONNECTICUT 


THIS 15 THE CHASE NETWORK. 
ALBANY: ATLANTA BALTIMORE BOSTON CHICAGO CINCINNATI CLEVELAND DETROIT HOUSTON: INDIANAPOLIS KANSAS CITY, MO. LOS ANGELES MILWAUKEE MINNEAPOLIS 
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The demand for Chase Copper 
Water Tube is so great that 
we are not able to satisfy it at 
all times. 

However, information on 
radiant heating is now available 
to you for future planning, and 
is being distributed throughout 
the building industry. 

For full details, send today 
for your copy. Simply address 
Dept. AR97. 


He Maliond He 


7 Reasons 


WHY CHASE COPPER TUBE 
FOR RADIANT HEATING 


11, 1- EASY ТО BEND 
417 2. LIGHT ІМ WEIGHT > 
1, 3- SOLDERED FITTINGS 
И рат 
717. 4. SMALL DIAMETERS > 
5. LONG LENGTHS 
6. LOW COST 
7. LONG LIFE 


баба 74 ft 


BRASS 6 СОРРЕК 


SUBSIDIARY ОҒ KENNECOTT COPPER CORPORATION 


2. handiest way to buy brass 


NEWARK NEW ORLEANS NEW YORK PHILADELPHIA PITTSBURGH PROVIDENCE ROCHESTER} SAN FRANCISCO SEATTLE ST. LOUIS WASHINGTON; (findicotes Soles Office Only) 
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Murphy Cabranette 
Kitchens 


Full kitchen convenience 
in minimum space 


Welded steel throughout. Exposed surfaces of 
genuine vitreous porcelain. 


Made in 4 widths. Add 
Utility Cabinets [with 
shelves) and Imple- 
ment Cabinets for more 
storage space. Murphy 
Cabranette Kitchens 
never require repainting 
—upkeep is negligible. 


No. 39 


Ultra-compact. Storage, deep- 
bowl sink, electric cookery 
and refrigerator for efficiency 
apartment or bachelor suite. 
39 inches wide and 23 inches 
deep, it fits in tiny space. 


No. 480 


Full kitchen convenience in 
Gas or 
electric range with oven, 
electric refrigerator, sink and 
storage cabinets. 


Nos. 60 and 66 


Full-sized electric or gas 
range with oven, full-sized 
sink, larger refrigerator and 
more storage space. 60 and 
66 inches wide respectively. 


Utility and 
Implement 
Cabinets 


In 15-inch & 
21-inch 
widths. 


two by four feet. 


May be 
added to all 


size kitchens. 


DWYER PRODUCTS CORPORATION 


Dept. AR547 Michigan City, Indiana 
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v This is no weather report . . . simply a reference to 
) fact, Alaska weather is one of daily extremes. In 
January the thermometer will range from 56°F. above to 
34°F. below . . . and in July it may vary from a high of 
92°F. to a low of 34°F. below zero. 


Exposed building materials must resist the injurious ef- 
fects of such erratic weather, so Anchorage, Alaska, for the 
first time is going to have SEAPORCEL Architectural Porce- 
lain Enamel. The convincing reason is that it will withstand 
the rigors of 58 inches of snow . . . or sudden chilling rains, 
concurrent with 92°F. above zero. Very few other finishes, 
if any, can surmount these rapid changes in temperature. 


The architect's rendering depicted here illustrates a build- 
ing 150 ft. long by 30 ft. high. The entire exterior facing 
and raised letters are SEAPORCEL Porcelain Enamel in 
semi-matte white and rich red finish. Lighting is provided by 
neon tubing ingeniously silhouetting the letters against the 
facia panels. 


Owners: Northern Commercial Company, Anchorage, Aloska 
Architects: Bain, Overturf, Turner & Associates, Seattle, Wash. 
Gen. Contractor: C. W. Hufeisen, Anchorage, Alaska 


Sparkling ceramic fused to steel at 15502 F., SEAPORCEL 
can be fabricated to azy shape, form, section . . . finished in 
any shade or color and in many interesting textures. 


So, specify SEAPORCEL* . . . 


a proved color-fast and 
durable material . . 


. defiant of weather conditions. 


Write today for catalog showing applications 
and current jobs. 


SEAPORCEL PORCELAIN METALS, INC. 


Formerly Porcelain Metals, Inc. 
28-02 Borden Avenue, Long Island City I, N. Y. 


*Registered U.S. Pat. Off. 


eaporcel 


| Member: 


Porcelain Enamel Institute, Inc 
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A NEW, BETTER GENERATION ОҒ А DISTINGUISHED FAMILY... 


MORE Heat from Every Fuel Dollar! X "HEAT EXTRACTOR” is the modern term for heating boilers 
ج‎ made by National which take full advantage of the "Heat Extractor 


That is the aim of National's design and research en- | Principle"—extended heating surface and multiple flue passes. 

gineers—and their success is reflected in this new line 

of famous HEAT EXTRACTORS. А new, better gen- SMART APPEARANCE marks the complete new 100, 200, 300 

eration of a distinguished family—the result of more than and 400 Series National HEAT EXTRACTORS. Jackets are іп 

seven years of engineering design and research. colorful flame-red (crinkle finish) contrasting with the jet black 
crinkle finish cast into base and platework. 


” B 
You'll Want ALL the Facts? ECONOMICAL cost of operation is a feature of National HEAT 


Contact your nearest National Radiator Company Heat- EXTRACTORS. National engineers have designed each Series for 
ing Sales Branch, or write directly to The National Ra- fuel economy regardless of the type of firing or fuel recommended. 
diator Company, 221 Central Avenue, 
Johnstown, Pennsylvania for full CONVERTIBILITY from hand firing to fully automatic firing is 
NRC product information — without a feature of the HEAT EXTRACTOR line. Conversion may be 
obligation. easily accomplished after installation. 


The NATIONAL RADIATOR Company 


JOHNSTOWN, PENNS YLVAN 
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JOHN VAN'S 
FIRST CENTURY 


Parallels Progress in 
Hospitals 


Joseph Lister received his B.A. from London Uni- 
versity the year John Van first made kitchen 
- 1847. 


By the time he had proven his new antiseptic 


equipment for hospitals 


plans twenty years later, Van was pioneering 
design and manufacture which simplified sanita- 
tion in the preparation and service of food. 

Every advance of the metallurgist, the engi- 
neer, fabricator, Van has applied to the manu- 
facture of the ideal hospital kitchen. 

Whatever delays needed expansion of hospital 
clients now, use the time meanwhile to insure 
that all recent refinements are incorporated into 


the new John Van kitchen plan. 


Jhe John Van Range © 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 
Ls rs ET 


DIVISION OF THE EDWARDS MANUFACTURING CO. 
Branches in Principal Cities 
429 CULVERT STREET CINCINNATI 2, O | 


GENERALS 


DRAWING PENCILS 


MULTICHROME 


THE FINEST ACHIEVEMENT IN 
COLORED DRAWING PENCILS 


Made in 50 brilliant colors for shading 
and rendering in color. Multichromes 
give rich life to architectural drawings. 
Excellent too for marking blueprints. 


Each pencil has a strong thick-lead, is 
smooth, moisture proof, and permanent 
to a remarkable degree. 


KIMBERLY 
DRAWING PENCILS 


Made in 22 degrees, 6B to 9H, Tracing 
1-2-3-4 and Extra B artists’ layout pencil 
correctly suited to every drawing pur- 
pose. Are uniformly graded, smooth and 
strong to give outstanding results on the 
drawing board. The tracing degrees 
make neat dense lines for clear blueprint 
reproduction. 


Architects, artists and draftsmen will 
delight in the benefits and pride that 
come from better drawing by using 


MULTICHROME AND KIMBERLY 


Ask your dealer about these pencils. If 
they are not available write us Depart- 
ment R as to where they may be pur- 
chased. Kimberlys are priced at 10¢ 
each, Multichromes at 156 each. Multi- 
chromes are also packaged in sets: 


12 colors priced at $1.75 
24 colors priced at $3.50 
36 colors priced at $5.25 
48 colors priced at $7.00 
Prices slightly higher West of Denve: 


LOOK FOR THIS TRADE MARK 


Жебе 74 лг Perils situ (EEF 


/ 


General Pencil Company 


67-73 FLEET STREET 


TRADE à 


JERSEY CITY 6, N. J. 


/ MARK 
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the Bryant 9260—a new 


high quality duplex outlet 
For Side or Back Wiring! 


D 


1. For quick, easy and simple back wir- 2. Loosen terminal screw and insert wire. 3. Tighten terminal screw. Individual 


ing, just strip off insulation using built-in Stripping guide assures correct depth of clamps grip wires securely. Exposed 
stripping guide. insertion. wire is eliminated. 


Now ... Bryant research has simplified outlet wiring 
with a new and unique convenience outlet that meets 
all high grade specifications. Now . . . for the first 
time .. . one outlet can be installed for either side or 


back wiring as desired. 


This new outlet is the Bryant 9260. It has all the 1 Ex Detail view of terminals and contacts shows 
: к: 3 Жуз how clamps bite and hold wire. Note the 
features required for top quality wırıng ...a strong, 2 heavy gauge, double-sided contacts de- 


- ы 5 3257. signed for T slots... and sturdy wire clamps. 
substantial Bakelite housing, a built-in yoke for hard 


service, plaster ears, and double-sided contacts assure 


proper mechanical and electrical connections. 


Side or back wiring provides added convenience 


sss, DIA 


screws are used in the conventional manner for side 
ELECTRIC COMPANY 


and ease of installation. 'The large head terminal 


SUPERIOR 


wiring. For back wiring, the stripped wire is inserted WIRING DEVICES 


BRIDGEPORT 2, CONNECTICUT 
through entrance holes in the back and securely NEW YORK « CHICAGO « LOS ANGELES 


gripped by individual clamps. This feature adds to 
J-99806 


safety by eliminating any exposed wire. 
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Frick Freon-12 Compressors Air Condition an Office B 


Frick Ammonia Com 


pressors Serving a Large Hospital 


uilding 


Whether You Need Ammonia or Freon-12 Equipment, You Get What You Want with 


AO Refrigeration 


As builders of both ammonia and low-pressure 


systems, we are in an unbiased position in filling your requirements. 


For the ultimate in satisfactory cooling equipment, put your prob- 
lems up to the nearest Frick Branch or Distributor. 


Frick AmmoniaCompressor 


FrickFreon-12Compressor 


Open Web Steel Joists specified 
for new construction provide: 


e Clear areas 
e Fire resistance 


e Freedom from 
plaster cracking 


e Rigidity 
e Space for service lines 


LACLEDE STEEL COMPANY 


GENERAL OFFICES ARCADE BUILDING ST. LOUIS, MISSOURI 
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What's behin. this fact... 


TUPHBIZ 


stic 


Т} MAKES BETTER CONCRET 
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...and how DURAPLASTIC gives it to you 


MAKES BETTER CONCRETE because Atlas Duraplastic 
Air-Entraining Portland Cement... 


... Provides the proper amount of entrained air 
needed for satisfactory field performance. Com- 
plies with ASTM and Federal Specifications. 


... Makes concrete more workable, more plastic and 
more uniform. 


... Makes more durable concrete. Fortifies the con- 
crete against freezing and thawing weather. 
Renders paving concrete highly resistant to 
scaling action of de-icing salts. 


... Makes better concrete block. Reduces breakage, 
improves appearance, lowers water absorption 
and generally increases strength. 


г ATLAS DURAPLASTIC--- Z 


| AIR-ENTRAINING PORTLAND CEMENT 
_ MAKES BETTER CONCRETE AT NO EXTRA COST 


AT NO EXTRA COST because Atlas Duraplastic Air- 
Entraining Portland Cement... 


. Sells at the same price as regular cement. 


. Calls for no additional materials, little change in 
procedure—merely the same good care and super- 
vision of workmanship. 


. Is easier to handle. On paving concrete, promotes 
speed on the job, permits finishers to follow 
closer behind the mixer, cuts down overtime at 
end of day. 


Send for further information. Write Universal Atlas 
Cement Company (United States Steel Corporation 
Subsidiary), Chrysler Building, New York 17, N. Y. 

OFFICES: Albany, Birmingham, Boston, Chicago, Cleveland, Dayton, 


Des Moines, Duluth, Kansas City, Minneapolis, New York, Philadelphia 
Pittsburgh, St. Louis, Waco. 


AR-D-53 


"THE THEATRE GUILD ON THE AIR” — Sponsored by U. S. Steel Subsidiaries—Sunday Evenings—September to June—ABC Network 
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Fits beautifully 
into your plans... 


CHURCH FURNITURE 


by American Seating Company 


HETHER designing a great cathedral or a mod- 

est chapel, the architect has but one aim — to 
create a truly worthy and inspiring setting for wor- 
ship. Every single detail must be chosen for what it 
contributes to the achievement of an atmosphere of 
soul-satisfying beauty and dignity. 


It is significant, therefore, that so many of the na- 
tion's architects specify church furniture by American 
Seating Company.  Impressive designs and superb 
craftsmanship distinguish our complete line of pews, 
chancel furniture, carved wood figures, architectural 
woodwork, and other types of church furnishings. 
'Traditional beauty and modern utility are combined 
in a way that means many years of unexcelled service. 


Yes, this fine church furniture will fit beautifully 
into your plans and budget, too. So always specify 
American Seating Company. If you have a church 
designing problem, you will find it helpful 
to talk it over with our Church Furniture 
Designers. Write for all the facts today. 


cAmecan Sealing Company 


sEROUR 
CATALOG IM. 


SEATING 


Manufacturers of Theatre, Auditorium, School, Church, Transportation and Stadium Seating 
Branch Offices and Distributors in Principal Cities 
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How ADJUSTABLE air diffusers 


increase the efficiency 
of supply air distribution 


Kno-Draft Adjustable Diffusers offer all the 
advantages of draftless air diffusion plus fast 
system balancing and air pattern control 


AIR DIRECTION 
ADJUSTMENT 
SCREW 

RAISES OR LOWERS 
BOTTOM CONE B 


THROTTLED 
POSITION 


CONE B -” 


TAMPER PROOF CAP 


AIR DIRECTION 
ADJUSTMENT 
SCREW 

RAISES OR LOWERS 
BOTTOM CONE B. 


— AIR VOLUME 
ADJUSTMENT SCREW 


Pat & Pat Pending 


Fast System Balancing: Volume damper regulates the air 
outlet aperture uniformly without affecting the outlet 


velocity or diffusion pattern. 


Positive Air Pattern Control: 
Air direction adjustment affords 
any angle of air discharge from 
vertical to horizontal needed to 
accommodate ceiling heights, 
individual or seasonal require- 
ments. It can expel chilled air 
parallel to the ceiling or eject 
heated air downward to prevent 
stratification. 


Specify Kno-Draft Adjustable 
Air Diffusers for better mixing 
control of room and supply air, 
more uniform temperatures 
throughout the occupied zone 
and noiseless, draftless air dis- 
tribution. 


Send for FREE handbook con- 
taining sketches, charts, dimen- 
sion prints and instructive text 
that simplify the selection and 
installation of air diffusers. For 
your copy, please write Dept. 
5-15, оп company letterhead. 


ООС осу тее е ее, 

2:555 4102000. антене 

xS PORK tete 0 
OPK yore 


AIR DIFFUSION 


ARCHITECTURAL 


W. B. CONNOR ENGINEERING CORP. 


AIR BURIPICATION 


With Cone B set low, air 
flows horizontally. 


c" A ios 


As Cone B is raised, air flow 
diffuses downward.. 
[ 


С 


^». fo vertical flow as В is 


se! at maximum height. 


AIR RECOVERY 


RECORD 


THRUSH WATER CIRCULATOR 


THRUSH 


FLOW CONTROL VALVE 


PERFECTLY BALANCED... 


and we mean balanced. The curved diverter in these new Thrush 
Adjustable Tees may be moved to control the amount of hot water diverted from the main 
through the radiators permitting accurate control of the heat output of each radiator. Bal- 
ancing the system with these handy fittings is easy. They improve the efficiency of a one 
pipe forced circulating hot water heating system and simplify installation. Thrush Ajustaflo 
has many advantages over the conventional one pipe system. It is adaptable to every heating 
system, large or small, and may be used for modernizing and improving old heating plants 
with little cost or labor. For more information write Department J-9 or see your wholesaler. 


H. A. THRUSH & COMPANY - PERU, INDIANA 
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HOMASOTE 


retains its 
STRUCTURAL STRENGTH 
INSULATING EFFICIENCY 
FINE APPEARANCE 


Weatherproof and crackproof, these two qualities sum up 
the reasons for Homasote’s ability to stand up under 
long use—and even abuse. This 30-year-old insulating 
and building board has proved its values in all climates 
—including Antarctica and the heart of tropical Africa. 
Letters from hundreds of home owners testify to its re- 
sistance in the face of tornadoes, floods and even fire. 

Homasote is the board that combines top structural 
strength with high insula- 
ting efficiency in a single 
material . . . the board that 
comes in big sheets up to 
8' x 14'—requiring fewer 
nailings, fewer handlings 
and no batten strips. You 
plan the wall joints to come 
where you want them—at doors, windows, etc. You 
have the perfect surface for paint or wallpaper. 

Use Homasote for interior and exterior walls, for 
roof and sidewall sheathings, for subflooring and ceil- 
ings. You make a contribution of permanent value to 
any structure when you select Homasote for either 
modernization or new construction. 

We invite architects and builders to send for a copy 
of our new booklet des- 
cribing some of the many 
uses for weatberproof 
Homasote. Thebook gives 
physical characteristics, 
performance charts, speci- 
fication data and applica- 
tion instructions. Write 
for your copy today. 


up to 8' x 14’ 


HOMASOTE COMPANY, Trenton 3, N 
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and Salle Buildings... 


Modern functional styling is now 
carried from today’s architecture and 
decoration right into heating equip- 
ment. Appropriate in appearance and 
performance for every type of indus- 
trial and commercial gas heating. 
With fan and controls fully enclosed, 
the Pacific gas-fired Suspended 
Heater is completely streamlined. 


Embodying the finest materials 
and the most efficient design yet 
created, it combines a heavy duty fan 
with Pacific’s exclusive Thermo-flo 
heating element. The Suspended 
Heater directs an effective warm-air 
stream to a surprisingly large area. It 
requires no pipes, no boilers, no com- 
plicated plant nor installation. 


Write for catalog (soon off the press) and 
name of your nearest dealer-contractor 
for Pacific's Suspended Heater. 


А МОРА СТВА 
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The Rosedale School, Austin, Texas— painted 
with Luminall and otherwise modernized ac- 


cording to p/I/f/s. 


The Advantages of LUMINALL PAINT 


” 


іп the Harmon Technique 


For convenience, p/l/f/s is used as an 
abbreviation of “painting, lighting, 
fenestration and seating as coordi- 
nated according to the Dr. Darell B. 
Harmon Technique.” 


When schoolrooms are modernized 
according to this technique, a pro- 
found improvement is noted in the 
educational progress of students as 
well as improvements in their phys- 
ical well-being. The cost of p/l/f/s 
modernizing an old schoolroom has 
been as low as $40 in some areas. 
This type of modernization is appli- 
cable to many factories, workrooms 
and offices. 


Luminall paint is ideal for painting 
walls and ceilings in a p/l/f/s job. It 
is highly light-reflective—up to 90.6% 


LUMINALL | 
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for white. It maintains this reflectiv- 
ity because it does not “yellow” or dis- 
color from age and exposure. It 
diffuses reflected light thoroughly. 
Luminall paint was used in the Mexia, 
Texas, Rosedale (Austin, Texas) 
schools which played such an impor- 
tant part in the development and test- 
ing оҒр/1/Ғ/5. 


Ask for a copy of Dr. Harmon’s 
“LIGHT ON GROWING CHIL- 
DREN,” reprinted from Architectural 
Record. On receipt of sketches show- 
ing dimensions and details of school- 
room, specifications will be furnished 
according to the Harmon Technique 
without cost or obligation. NA- 
TIONAL CHEMICAL & МЕС. CO., 
3617 S. May Street, Chicago 9. 


the light-reflective 
paint for interiors | 


Use Luminall to Save Time 


Use Luminall paint for finishing 


new work or remodeling jobs. 
You can apply it over damp 
plaster without damage to either 
plaster or decorating. Lets you 
deliver a complete job sooner. 
Luminall is a Casein base paint. 
Thins with water. Sold by more 
than 3000 leading paint mer- 
chants. 
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THREE-WIRE 


50 AMP., 250 V. 


RANGE OUTLETS 


Тһеве quickly-wired Outlets and Caps have every improved 
feature for easy installation and use. Straight-in wiring with 
solderless connectors make fast work of range hook-ups. Cap 
and Receptacle combination make a neat, compact installation 
with attractive harmony of design. 

Range Cap No. 7952 is of polished black Bakelite, designed to match the 
Receptacles. Range Outlet No. 7950 is surface type; polished black Bakelite. 
Also available in white Ivorylite: No. 7950-I. Range Outlet No. 7987 is 


flush type; polished black Bakelite. If wanted with .040” brush brass plate, 
specify No. 7990; with .060" plate, No. 7991. 


HART & HEGEMAN DIVISION 


ARROW-HART & HEGEMAN ELECTRIC 
COMPANY, HARTFORD 6, CONN., U.S.A. 
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Heaters, Unit— 


FEDDERS HEATING EQUIPMENT — 
PATTERSON, F. H. 


Unit Heaters 
9201 Boleyn Ave. .TUxedo 1-3491 


Helpful data on Fedders complete 
line of Horizontal and Downblow 
Unit Heaters is available from 
experienced representatives from 
coast to coast. 


The classified section of telephone 
directories of principal cities car- 
ries the name of the Fedders rep- 
resentative under the heading 
HEATERS — UNIT. 

Every Fedders representative sells 


by serving, — call him in on your 
work. 


Fedders Series 15 
Unit Heaters are built 
in sizes from 
100 to 1000 EDR. 


FEDDERS-QUIGAN 


BUFFALO 7, NEW YORK 
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lere they are... 


KIMSUL insulation resists fire, moisture, fungi and ver- 
min — is termite-proof. Packaged in easily handled rolls 
and cut to fit standard stud and rafter widths, it can be 


installed without expensive machinery or skilled labor. 
It's light in weight, clean, and odorless . . . no irritating 
dust or sharp particles to injure workmen's skin. 


KiMSUL 


INSULATION 


For complete details on bow to in- 
sulate with easy-to-use KIMSUL, send 
for this informative Application 
Data File. Simply forward the re- 
quest on your letterhead. 


KIMBERLY-CLARK CORPORATION 
KIMSUL DIVISION . 


Neenah, Wisconsin 


Clark *KIMSUL Т. M. Reg. О. 5. 
WT & Can. Pat. Off. 


tPYROGARD trademark 
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6 exclusive advantages 
make KIMSUL* the choice 
of architects and builders 


Ф Many-Layer Construction. KIMSUL* insulation is а 
prefabricated blanket made on the many-layer principle. 
The many layers create millions of tiny air-cells to give KIMSUL 
its remarkable insulating efficiency (“k” factor 0.27). And 
many-layer construction provides dependable, uniform thick- 
ness over every square inch of insulated area. 


8 PYROGARDT Cover. Only KiMSUL insulation has the 
PYROGARD cover — chemically treated, just as the inner 
layers of KIMSUL are treated, to resist fire. 


(3 Compressed Package. Delivered compressed to 1/5th 
installed length, KIMSUL saves labor, space, and time. 


@ Extra Width. The KIMSUL blanket is made extra wide 
to provide fully insulated fastening edges . . 
wide framing spaces. 


. and to fill extra 


UR ^ А 
5 Use For Caulking. Trimmed pieces of KIMSUL are eff- 
cient for caulking around windows and door frames. 


@ Flexible Blanket. Many-/ayer KIMSUL insulation can be 
easily tucked around obstructions, fitted into non-standard 
openings, pulled around corners. 


As members of the Producers’ Council, Inc., we are cooperating in 
the Industry-Engineered Housing Program sponsored by the Producers’ 
Council and the National Retail Lumber Dealers’ Association. 
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Sewing the canvas—or applying metal strapping—these 


time-consuming operations are no longer necessary. The 
canvas, asbestos, fiberglas or other non-conductor can be 
securely bonded with Arabol Lagging Adhesive. 

This adhesive dries in 4 to 6 hours; leaves a sized finish 
on the lagging material . . . the job is completed. No 
paint need be used on this sized finish, unless you prefer 
to add one coat for appearance. Maintenance is simpli- 


fied—grease, oil, soot and dirt wash off easily. And the 


adhesive is vermin-proof . . . fire-retardant, too. 

Arabol Lagging Adhesive has successfully passed rig- 
orous tests by independent laboratories. The results 
show that it retains its adhesive powers despite exposure 
to extreme temperatures, to immersion in water and to 
live steam. 

Write us today for detailed facts and figures. Don't 
place open specifications on lagging work — ask for 
Arabol Lagging Adhesive. You can depend on it to fill 
your most exacting requirements for both utility and 
appearance. Also, ask about our cork cement for adher- 


ing cork to cork on refrigerator lines. 


тне ARABOL manuracrurine co. 
Executive Offices: 110 East 42nd St., New York 17, N. Y. 


CHICAGO — 54th Ave. & 18th St. SAN FRANCISCO —30 Sterling St. 


Branchesin Principal Cities. Factoriesin Brooklyn, Cicero, San Francisco 


РЕ? PPP A ARABOL! 
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TIME-SAVER 
STANDARDS 


with 12-Page Index 


Now in one buge, 656- 
page volume are virtually 
all the “Time-Saver Stand- 
ards” ever published — 
277 of them — exactly 
as they appeared in 
“Architectural Record” 
and“ American Architect” 
during the past ten years. 


€ Completely integrated with a single 12-page Master 
Index is this incomparable collection of famous mono 
graphs on 


“ Architectural Design 
* Engineering Data 


* Materials Technology 
* Building Practice 


all carefully selected from the master works of the 
nation’s outstanding authorities. 


For Your Practical Everyday Use 


Here is a wealth of finished product all ready for you 
to transfer or translate straight to your planning board. 
. . . How frequently and intensively architects use Time- 
Saver Standards is no mere guess. You can be the judge, 
when we tell you that hundreds of architects, immedi- 
ately after making their first purchase, order one or 
more extra copies. 

Experience shows that a single item in Time-Saver 
Standards can well save thousands of dollars in economy 


construction — and interminable days of your valuable 
time. 


Make Sure of Your Copy Now 


As thousands of architects and engineers have learned, 
the first printing of Time-Saver Standards sold out al- 
most before publication, in response to a simple an- 
nouncement. Now the second printing is moving rapidly 
toward depletion. 

So make sure of your copy now. Simply fill out the 
coupon below, attach your check or money order for 
$12.00, and mail TODAY. Your copy will reach you 
promptly and you will be gratified at having taken 
advantage of this moment of opportunity. 

To expedite delivery, please print name plainly on 
coupon. 


Book Department, Architectural Record 
119 West 40th Street, New York 18, N. Y. 


Please send me copy(s) of TiwE-SAvER STANDARDS 
at $12.00 per copy. Enclosed is payment of $ 

(Add 2% Sales Tax for New York City delivery . . . 
$12.24) 


Name. 


Addres y 


City Zone Stat: 


ARCHITECTURAL RECORD 


FOR MODERN 


INTERIORS: USE 


PLASTER 


MORE ROOM —MORE RENT 
WITH 2-INCH SOLID 


ROCKLATH AND PLASTER PARTITIONS 


Planning buildings that produce more rentable space 
—that's the way today. This can be done with 2-Inch 
Solid Partitions of RockrATH* plaster base and Rep 
Top* Plaster. 

With 2-Inch Solid Коскі.атн and Rep Тор Plaster 
partitions, an additional three inches of space is ob- 
tained along the full length of the partition, compared 
to a four inch masonry non-bearing partition ap- 
proximately five inches in thickness when plastered. 
In an average 20 ft. by 20 ft. office this means 5 
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square feet of additional office space. 

'Thus your clients obtain a greater rentable floor 
space. Truly, 2-Inch Solid RockrATH and Кер Тор 
Plaster partitions result in More Room—More Rent. 

This advantage, plus a saving in weight, accounts 
for the modern trend toward this new method of parti- 
tion construction. Write U. S. G., Dept. 122, Chicago 
6, for your copy of the new technical information 
booklet “2-Inch Solid Коскі.Атн and Plaster Parti- 
tions, АТА File No. 20-B-3." 


*Trade Marks Reg. U. S. Pat. Off 


United States Gypsum 


For Building ‘° For Industry 


Insulation o Roofing • Paint 


ALL-ALUMINUM 


COMBINATION WINDOWS 


To give your clients all 
the benefits of storm 
windows . . . ‘all the 
benefits of screens 
WITHOUT seasonal 
changing, storing, re- 
pairing, repainting . . . 
specify Sto-a-way. Сот- 
plete specifications on 
request . . . just send 


coupon. 


ТЕ) 


e Thermolok* frame assures perfect alignment 
and fit . . . self-compensating for expansion 


and contraction. Weatherproofs entire win- 


dow opening. 
@ Aluminum screen cloth never needs painting. 
@ Save up to 30% in fuel. 


ө Enhance the appearance of any style home. 


manufactured by 


THE CINCINNATI FLY SCREEN CO. 


subsidiary of The F. C. Russell Company 
6408-AR HERMAN AVE., * CLEVELAND 2, OHIO 


THE CINCINNATI FLY SCREEN COMPANY 
6408-AR Herman Ave., Cleveland 2, Ohio 


Gentlemen: 
Please send me complete specifications of Cinco 
Sto-a-way Windows for my files. 


Qrrcnc *т.м. REG. APP. FOR 
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CUT BUILDING COSTS 


Cross loading docks and ramps off your 
plans by specifying Oildraulic Levelators 
for modern commercial and industrial 
buildings. Floors can be poured on grade in- 
stead of at railway car or truck bed height. 
You save space and give clients more effi- 
cient buildings at lower cost. Oildraulic 
Levelators lift loads (up to 50,000 Ibs.) quick- 
ly to trucks, freight cars or different build- 
ing levels. Installation simple and inexpen- 
sive. Write for Catalog RE-201.————— 


ROTARY LIFT CO., 1008 Kentucky, Memphis 2, Tenn. 


Ете” LEVELATORS | 


EMPLOYMENT OPPORTUNITIES AVAILABLE 
WANTED IMMEDIATELY, experienced architectural de- 


signer, two dr: iftsme non working dr: iwings. An opportunity for 
qualified men. Give complete history in first letter. Box 254, 
ARCHITECTURAL Recorp, 119 W. 40th St., New York 18. 


SALESMEN: An appealing sideline item is now offered in the 
MOLETA ARCHITECTURAL COLOR GUIDE (See display advertise- 
ment on page 213). Substantial commissions paid. Write to Mon- 
roe, Lederer & Taussig, Inc., 606 N. American St., Phila. 25, Ра. 


EXCELLENT OPPORTUNITY — for Козы Drafts- 
man with three to ten years experience. Varied work in small 
progressive office in Chicago suburb. Drafting, detailing, super- 
vising, design, opportunity if qualified. Excellent bonus arrange- 
ment. Box 256, ARCHITECTURAL Recorp, 119 W. 40th St., 
New York 18. 


WANTED: Instructor to teac h structural design and related 
courses to architectural students. Apply to: Paul W eigel, Depart- 
ment of Architecture, Kansas State College, Manhattan, Kansas. 


LOS ANGELES, CALIFORNIA: Architectural firm of Austin, 
Field and Fry have permanent positions open for senior archi- 
tectural draftsmen. Must be experienced in monumental, com- 
mercial, industrial and educational projects. Inform fully as to 
education, age, salary requirements and all other pertinent data. 
629 Chamber of Commerce Building, Los Angeles, California. 


ARCHITECT age 41 handled projects ranging in amount up 
to $1,500,000 in own practice. Closing office due to lack of 
sufficient construction work. Would like to associate with rep- 
utable firm, Box 258, ARCHITECTURAL Кесовр, 119 W. 40th 
St., New York 18. 
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In extreme cases of 
Steam Distribution... 


IESBITT SURFACE 
Series ® 


With Dual Steam Distributing Tubes 


SERIES О... FOR VALVE-CONTROLLED INSTALLATIONS 
SERIES H... FOR GENERAL AIR HEATING PURPOSES 
SERIES W. . . WATER SURFACE, DRAINABILITY FEATURE 


Let the "Doctor" explain: 


STEAM FLOWS FROM ... UNDER MINIMUM E 
HEADER INTO DIS- DEMANDS, THROUGH W 
TRIBUTING TUBE AND ONE HALF-TUBE ... WA 
THROUGH ORIFICES INTO UNDER MAXIMUM FI 
CONDENSING TUBE DEMANDS, BACK ` 
THROUGH SECOND ў 
WALF-TUBE 


"DOCTOR OF DISTRIBUTION" is what some 
men call Nesbitt Type DD Heating Surface with 
Dual Steam Distributing Tubes . . . because this 
surface is designed to cure the most critical prob- 
lems of steam distribution in heating, ventilating 
and air conditioning systems — those involved 
with long length coils controlled by modulating 
valves. 

Nesbitt makes all kinds of fin-and-tube heat 
transfer surface, but the company is best known 
as the originator of surface with dual steam dis- 
tributing tubes inside the condensing tubes. In 
this surface — SERIES D — steam flows into the 
distributing tubes and thence, through orifices 
along their entire length, into the condensing 
tubes. This assures uniform distribution of even 
a small amount of steam: therefore, uniform dis- 
charge temperatures. Ideal system results natur- 
ally follow; condensate freezing is prevented; pre- 
heater sections are not required. 

SERIES D surface is made in two types 

Type DS sections have single supply headers, 
with dual distributing tubes in lengths up to six 
feet, and single distributing tubes in longer sur- 
face, up to ten feet. One may expect uniform dis- 
charge temperatures in the sections of six feet 
or less, and aeceptable distribution for some in- 
stallations in the longer sections. 

Type DD sections have double supply headers— 
one at each end — with dual distributing tubes 
which conduct the steam from each end toward 
the center. With DD sections, even up to ten 
feet in length, discharge temperatures are uni- 
form. 

For your installations which require critical 
steam distribution in surface longer than six feet, 
call in NESBITT DD, “Doctor of Distribution," 
whose specialty is temperature — uniform tem- 
perature — and à normal pulse for the system 
designer! 


THE SAME THING OCCURS 

AT THE OTHER END OF THE 
SURFACE, SO THAT BOTH HALVES 
OF LONG SECTIONS GET 
UNIFORM STEAM DISTRIBUTION 


6------------ D 


MADE BY JOHN J. NESBITT, INC., PHILADELPHIA 36, PA. —SOLD BY LEADING MANUFACTURERS ОҒ FAN SYSTEM APPARATUS 
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а MAIL CHUTES 


ШЕРТЕР) TWIN CHUTES 
MAIL BOXES 
| 112277719 AUXILIARY BOXES 


COMBINATION BOXES 


а 
Е" 


Over 60 years of experience 
and improvement in De- 
sign, Product and Service 
have made the Cutler Mail- 
ing System an outstanding 
hallmark of progressive 
management in office build- 
ings, hotels and apartments. 


No. 4740 


Catalog in Sweet’s 


ESTABLISHED 1883 


Cutler Mail Chute Go 


ROCHESTER 7, N.Y. 


LONE STAR 
CEMENTS 


COVER EVERY 


oe ERS S , CONSTRUCTION NEED 


MSS es 


LONE STAR PORTLAND 
CEMENT 
for concrete of outstand- 
ing quality in all types 
of construction 


“INCOR’* 24-HOUR CEMENT 

America's FIRST high 

early strength Portland 

Cement—saves time, 
cuts costs 


LONE STAR MASONRY 
CEMENT 
The modern masonry 
cement, for really great 
job performance 
*Reg. U. S. Pat. Off. 


LONE STAR CEMENT CORPORATION 


Offices: Albany * Birmingham 
Indianapolis » Jackson, Miss. • 
Norfolk • 


Dallas » Houston 
New Orleans * New York 
Washington, D. С. 


* Boston * Chicago * 
Kansas City, Mo. • 
Philadelphia » St. Louis « 
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TRUE DIFFUSION 


with the New HON EYWELL 
соктон REGISTER 


| 


IK Important New Features! 


„ Smart new functional design 
„ No streaks on walls and ceilings 
, Installation costs drastically cut 


/ 
2 
3 
4, Balancing becomes quick one man job 
5, Branch quadrants eliminated 

6 


„ Manual shut-off aids fuel saving 


MINNEAPOLIS-HONEYWELL REGULATOR C0. 


2600 FOURTH AVENUE SOUTH е MINNEAPOLIS 8, MIN 


Here comes 


THE LAST LATH/ 


Now in book form: 
All of Alan Dunn's cartoons from tbe Record 


. and a bonus of new ones besides — 96 pages of 
high comedy for architects. Fill out the coupon and be 
among the first to have THE LAST LATH! You'll get 
your copy immediately after publication day, Oct. 1. 


ARCHITECTURAL RECORD BOOK DEPT. 
119 West 40th Street, New York 18, М. Y. 


I want THE LAST LATH! My check for $2.50 is enclosed. ($2.55, with 2% 
sales tax, for New York City deliveries.) 


ЭТА... ооо осы көже ін mmo wie 0/9 m oo m mimm o ч SERE ОША КПА Каа о а сае еерее 


„АИТ ааа „ае кеч aaa ae maa дану E WX ER CIT 
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A BUSY BUILDING ІМ DALLAS 
SPEEDS UP ELEVATOR SERVICE 


Otis Engineers End Traffic Congestion With 
Automatic Dispatching, Shorter Round Trips 


Lobby congestion ended—waiting 
time cut by more than half — trips 
dispatched at regular intervals — 
these are the results of the elevator 
modernization in the Medical Arts 
Building. 


DAILY TRAFFIC 19,700 PLUS. А traffic 
survey by the Otis Elevator Company 
showed that 19,700 persons entered 
and left the elevators at the main floor 
every day. In addition, elevators were 
used constantly for inter-floor traffic 
between offices, laboratories and the 
hospital at the top of the building. 
Waiting time was excessive, both up 
and down trips were irregular and full 
cars often had to bypass waiting pas- 
sengers. Two banks of elevators, each 
located in different sections of the 


building, served all 19 floors. 


ENGINEERS MAKE RECOMMENDA- 
TIONS. Otis engineers recommended 
an immediate conversion to modern 
Peak-Period Control and to high- 
speed, power-operated doors. They 
also recommended that one bank of 
elevators be reserved for local traffic, 
the other for express travel. 
Controlsare now arranged sothatthe 
scheduling of the elevators is indepen- 
dent of the human element. By simply 
pressing a button on the lobby control 
panel, the starter instantly adapts the 
elevators to changing traffic conditions. 


WAITING TIME CUT 42 SECONDS. Asa 
result of proper scheduling and shorter 


PORTION OF LOBBY showing recently- 
modernized elevator doors. Bronze 
plaques on doors depict Pasteur, Hippo- 
crates and other immortals of medicine. 
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DALLAS 19-STORY MEDICAL ARTS BUILDING, one of the nation’s first structures to combine 
doctors’ and dentists’ offices, laboratories and complete hospital facilities under one roof. 


round trips. congestion in the lobby 
has been eliminated and the average 
interval between cars reduced from 72 
seconds to less than 30. Tenants, 
visitors and owner praise the greatly- 
improved service. 

GOOD SUGGESTION FOR BUILDING 
OPERATORS. If the elevator efficiency 
of your building is hampered by in- 
adequate dispatching methods or out- 


dated equipment, why not let a trained 
Otis modernization expert help you, 
too? His experience and services are 
yours at no obligation . . . just call 
your nearby Otis office. 


OTIS ELEVATOR 
COMPANY 
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HORN FOLDING 
PARTITIONS 


HORN FOLDING 
BLEACHERS 


FOR COMPLETE INFORMATION WRITE 


HORN BROTHERS CO. 


FORT DODGE, TOWA 


ESTABLISHED 1909 


À Clear Liquid Waterproofing 
for Old or New Construction 


PENETRATES deeply—one inch or more—is not a surface treot- 
ment. Brush, spray, or float on stone, cast stone, concrete, 
mortar, stucco, tile, brick, plaster, wood, wall board — any 
absorbent material. 


WATERPROOFS, preserves, prevents dusting of floors, surface 
dirt washes away in rain 

FORMULA Но. 640 is a balanced formula of seven different 
waxes and resins in a hydrocarbon solvent 

ACID-ALKALI proof — does not oxidize, unchanged by temperg- 
ture. 

PERFORMANCE — It is our opinion it will last os long os the 
concrete, mortar, stucco, etc., losts. 

OIL PAINT saponifies on cement unless sealed first with Formula 
No. 640 

APPLY to either side. The pressure side, or opposite side — it is 
equally effective 

HYDROSTATIC PRESSURE — A 20 foot head hos been held by 


Formula No. 640 


CUTS WATERPROOFING COSTS 
because it applies three times as fast as paint, requires 
no special technique preparation — comes ready to 
opply. Eliminates necessity of furring. Concrete floors 
and walls need no membroning. 
KEEPS IN ALL CLIMATES е HARMLESS TO» USE 
GOOD COVERAGE * MODERATE PRICE 
WRITE OUR ENGINEERING DEPARTMENT for office test 


kit, technicol dato, or regarding any special problem. 
J. Wilbur Haynes, Engineer 


OTHER PRODUCTS: Formula No. 640 Toxic, combines waterproofing with 
termite and fungus protection; cement hordener; cement point; floor 
mastic; roof coatings, etc. 


HAYNES PRODUCTS CO. 
4007 FARNAM STREET Ф ОМАНА 3, NEBRASKA 


The General 


Send 


for new 
Catalog 
No. 46 


You'll find it a big 
aid in planning 
Over-ALL Lighting 
for school, 
office, store and 
drafting room. 


€ This new catalog sug- 
gests a completely different way to look at 

lighting, in terms of overall results; gives the facts you need to 
apply it. You'll find the data helpful, practical, complete in 
details. Tells you how Wakefield's new Over-ALL Lighting can 
serve your clients; gives "blue-print'' facts on the varied Wake- 
field lighting units you can use to provide it. Send for your copy 
today. The F. W. Wakefield Brass Company, Vermilion, Ohio. 


аа | 


Lighting Equipment for Office, Pat, 
School and Store 


ааа қс» е а”. 


Grenadier 


- aa 1—0 


Beacon Commodore  Itsnew..the STAR 


GENERAL 


BO! ALLEN AVENUE 


CONTROLS 


GLENDALE 1, CALIF 


Manufacturers of A. 
FOR COMPLETE SPECIFICATIONS 


BRANCH OFFICES AND DISTRIBUTORS IN ALL PRINCIPAL CITIES 
REQUEST NEW CATALOG. 
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Home owners brighten up at first sight of this 
new Crane Sunnyday Sink. Неге is beauty— 
sparkling vitreous enamel that wipes clean in a 
flash. Here is convenience—an extra deep basin... 
two generous drainboards. And here is Dial-ese, 
the amazing Crane faucet that harnesses water 
pressure to aid in closing, yet opens at the barest 
touch of a finger! 

Features like these carry through a wide range 
of Crane sinks, embracing a style for every taste 


aame 


The Crane Sunnyday Kitchen 


for home owners 


and a price for every building budget. And the 
quality that goes with them—always associated 
with this best-known name іп plumbing—you'll 
find that kind of quality in beautiful Crane bath- 
rooms, too. You'l see it again in heating, 
whether for hot water, steam, or warm air... 
for coal, coke, oil, or gas. 

'The Crane line now in production is in your 
copy of “Crane Service for Architects." If you do 
not have a copy, ask your Crane Branch for one. 


At left is the floor plan of the kitchen shown. 
Of course, the Crane Sunnyday Sink lends 


itself to smaller arrangements, too, as sug- 
gested in the two kitchens on the right. 


P RHONE NE: Pv 


A = 
Е 


PLUMBING AND 
VALVES е FITTINGS ES 


Approx. Size: 8’ x 10' 6" Approx. Size: 9 x 8' 714° 


x 
3 


Жыкы 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 


HEATING 
Б РЕЛЕ 


СКАМЕ 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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GLENDALE BOX 592 
CALIFORNIA 


FLASHING 


3~Way Bond 


16 07. COPPER 
CHENEY 


FLASHING 
REGLET 


16 07. COPPER 


WRITE FOR 
DESCRIPTIVE FOLDER Dept. R 


CHENEY INDUSTRIES 
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TEMA 


MALE SCALE AND CALCULATOR NO. 36 


.060 Laminated Vinylite — АП Edges Beveled 


SCALES FOR SPACING STAIR 
RISERS AND TREADS, RAFTERS, 
STUDS, JOISTS, ETC., AN 
ACCURATE ARCHITECTS 
SCALE AND A CALCULATOR 
FOR ALL FACTORS RELATING 
TO STAIRS. ALL SCALES 
CALIBRATED '!/5", 1/4" AND 
/2" TO ONE FOOT 


HENEY FLASHING is again 

being made by the orig- 
inal inventor who pioneered 
the art of thru-wall flashing 
eighteen years ago. 

No thru-wall flashing can 
operate successfully unless it 
has the two very important 
features that are found in 
CHENEY FLASHING — proven 
weep-hole drainage and the 
three-way bond, vertical as 
well as longitudinal and 
lateral. 

Remember, the inferior two- 
way flashings, crimped cop- 
per and membranes, have 
neither the vertical bond nor 
do they drain moisture from 
the wall fast enough. Further- 
more, their first cost advan- 
tage has disappeared be- 
cause today Cheney Flashing 
is no longer a specialty—it's 
a standard commodity. 


, Trenton, М. J. 


The air workmen breathe 
directly affects their output 
and your profits. 
Fresh air is the best assur- 
ance of active, alert em- 
ployees—of fewer rejects, 
more production and less 
time off...The Burt Free- 
Flow Ventilator, 


clients’ 


illustrated 


here, may be your solution 
to proper plant ventilation 


THESE BURT 
FREE-FLOW 
VENTILATORS 


in many instances. However, 


the Burt line is complete— 
includes gravity, 
continuous ridge ventilators. 
And Burt Engineers will be 
glad to work with you— 


fan and 


without obligation—to de- 
PAY OFF IN termine which type best 
serves your needs. See 


IMPROVED 
PRODUCTION 


Sweets’ or write for catalog 
and data sheets. 


SEND 

THE BURT MFG. CO. ҮЗ 

ROOF VENTILATORS е OIL FILTERS 
EXHAUST HEADS 


d 48 E. SOUTH STREET, AKRON 11, OHIO ] 


Burt Engineers 
are glad to 
help on plans 


FIRST INTRODUCED IN JUNE, '45 
THIS 


Dere айма 
KL aro 


HAS CREATED TREMENDOUS 
PUBLIC INTEREST) JN 


Е 


RADIANT BASEBOARD 


Write today 
for complete 
information 


You may be 


asked about 
BASE-RAY* 


tomorrow. 
*Reg. U.S. Pot. Off. 


BOILERS and RADIATORS. 
IRVINGTON, М. Ү 


| 
MAKERS OF THE FAMOUS | 
YELLO-JACKET BOILER 


RAD/ANT HEATING 
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Von Duprin Self-Releasing Fire and Panic Exit Devices are made for just one purpose— 
to let people out of buildings easily, quickly, surely. They do their work supremely 
well, whether in daily operation or under the terrific strain of emergency action. They 
provide the safest, surest, fastest way out. 


VON DUPRIN DIVISION, VONNEGUT HARDWARE CO., INDIANAPOLIS 9, INDIANA 
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Presbyterian Church of Hoseland 


GEO. W. REPP, ARCHT. 


1922-1947 


AMERICAN ROOF TRUSS CO. 


Phone PLAza 1772 
6846 STONY ISLAND AVE. 
CHICAGO, 49 


Phone ADams 1-4379 
242 W. SANTA BARBARA AVE. 
LOS ANGELES, 37 


YOUR 


MERCHANDISE 


plaster 


E. 360? turn 5 


Cat. No. 351, semi-recessed eyeball. $36 
(150 watt reflector bulb) 


CENTURY Lighting Equipment is ENGINEERED Lighting Equipment 


ES x 


22-419 West 55th Street, New York * 626 М. Robertson Blvd, Los Angeles | 
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Now Available! 


AMERICAN SCISSORS TRUSSES 50 Ft. Span 


=й 


COPPER ARMORED 
SISALKRAFT 


exible, easy 
For door 


Strong, fl 


to apply! 
and window flash- 


ing, as shown, 6- 
10-or 12 in. Copper 
Armored Sisalkraft 
in 1 07. weight 15 
recommended. 


PURE COPPER PROTECTION 
at 1/; the NORMAL COST! 


Copper Asmored Sisalkraft is pure electro deposit copper 
reenforced with thousands of crossed sisal fibres and 
bonded with two layers of special asphalt to heavy kraft 
paper. Uniform, lightweight, will not kink, break or tear. 
100% impervious to moisture. For all concealed flashing 
and foundation damp-coursing. Available in 6" to 60" 
widths, copper weights of 1, 2 or 3 oz. per square foot. 


Write for complete information. 


The SISALKRAFT Co. 


205 W. WACKER DRIVE DEPT. AR CHICAGO 6, 


| 4 


ILLINOIS 


FITZGIBBONS 


The right steel boiler 
in any size 


Make it a Fitzgibbons and be 
sure, whether to heat a modest 
cottage or a towering sky-scraper. 
Be sure of full heating comfort, of 
vital savings in fuel cost, of a boiler 
that works in harmony with any 
good oil burner, gas burner, stoker, 
or gives full hand-fired satisfac- 
tion. Be sure, with о boiler that is 
А.5.М.Е. constructed, Hartford in- 
spected, S.B.I. rated, and with sixty 
continuous years of successful 
boiler building behind it. Check 
with your local Fitzgibbons engi- 
neer—or write us direct. 


E. * 400 SERIES for 
сі modest homes 


% OIL-EIGHTY for 
i 
ттт201800а3 | 
Must солма 


homes 

R-Z-U JUNIOR 
for large resi- 
dences ond 
oportmen! build- 
ings 

D-TYPE for in- 
stitutional and 
office buildings, 
hospitals, the- 
atres, etc. 


medium size 
E 
к 


Li 


422% 
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Fitzgibbons Boiler Company, Inc. 101 PARK AVE. NEW YORK 17, N. Y. ` 
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A STURDY, ADJUSTABLE CORNER BAR 


for use with both lines of Pittco Metal 


€ A popular member of the Pittco line of Store Front Metal is the versatile corner bar 
shown above (left to right) at 90, 135 and 150 degree angles. It was styled and finished 
to harmonize with the mouldings and sashes of both the De Luxe and Premier lines of 
Pittco Metal. It may be strengthened with five different reinforcing members ranging in 
weight from light to extra heavy. It is assembled at the factory to the desired angle, 
but, if necessary, it may be easily adjusted in the field to any angle from 90 to 175 
degrees. All Pittco Bars provide a wide, firm grip on the glass, assuring easier setting 
and greater safety. 

А high degree of engineering skill and artistic styling has gone into the creation of 
all the members of both Pittco Metal lines. Pittco De Luxe has a wide variety of bars, 
mouldings and sashes which will please architects and owners who demand the highest 
quality in their store front installations. Utmost rigidity, sharp outlines and a satin-smooth 
finish are assured in Pittco De Luxe by its extruded method of production. In Pittco 

Premier, architects have a lightweight, more 

moderately priced metal that will satisfy the 

p 1 T TC O demand for sales-winning store fronts com- 
bining style with economy. 


STORE FRONT METAL 


Р 


[р PITTSBURGH" stands fot aliy Glass and Died 
С “ 
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"|t is a pleasure to tell you of the excellent 
quality of the Maas Chimes which we recently 
installed in our organ. The clarity of tone, with 
its distinctness and absence of reverberation, the 
color of the tones, and the sweetness of sound 
makes us very proud owners. 


"The chimes were installed rather late in the 
season . . . | expected a rather poor attendance 
for their reception; but | am happy to inform you 
that not only was the attendance far beyond our 
expectations on the day of installation but that 
people have returned to hear them, keeping our 
attendance considerable above the average for 
this time of the year." 


* From a letter to the Maas Organ Co., by 
Hinman, Ph.D. St. John's 


CATHEDRAL 
CHIMES 


Room 21, 3015 Casitas Ave., Los Angeles 26, Calif. 


7A 


WI 
e 
REPORT 


to the General Assembly of the United Nations 
by the Secretary-General on the.... 


PERMANENT HEADQUARTERS 
FOR THE 


UNITED NATIONS 


A complete review of the proposed 
permanent headquarters of UN, this 
book treats the structural plans, the 
site, the building elements, and related 
material. It is copiously illustrated with 
architectural drawings, maps, and 
charts. 


Format: 1212" x 1612" — 96 pages ° 
pag 


Distributed by International 
Documents Service of 


COLUMBIA UNIVERSITY PRESS 
New York 27 


$2.50 


New YORK 
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3 As Low as 


$9 600" 


(F.0.B. New Castle) 


It COSTS no more for a beautiful Modernfold Door 
than a conventional swinging door. Апа... Modern- 
fold gives you not only sparkling, colorful beauty but 
amazing utility as well. In wardrobes, bathrooms, bed- 
rooms, kitchens, etc., it saves space — for it eliminates 
the swing of the conventional door. Its cost is comparable 
because in considering the price of the swinging door, 
there is not only the cost of the door, but the price of 
trim, jamb, hardware, erection, painting, etc. Get full 
details on Modernfold's beauty and space-saving today. 
*Cost of door 2 4” wide x б” 815” high. 
Other doors at correspondingly low cost. 
Consult your telephone directory for names of installing 
distributors. 


NEW CASTLE PRODUCTS Ы NEW CASTLE, INDIANA 


Prevents Fire Spread 


bron 


REG. U.S. PAT OFF 


| THE functional WALL FINISH 


ча 


o acts asa fire-spread preventive 


listed. 
Jr. 


; tested 


уу Vaboratorip; 


National Board of Sire Underwriters 


SPONSORED эз 


FREDERIC BLANK & COMPANY, INC. 


Established 1913 


230 Park Avenue New York 17, N. Y. 
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BALANSEAL... 


another exclusive York feature 
in the V/W Compressor 


The shaft of the famous V/W, "the 
compressor that never wears out" is 
effectively sealed without springs 
and without packing. 

Through the use of the exclu- 
sive York "Balanseal", closure is 
secured with a minimum of friction 
and power loss by an arrangement 
of flexible, tempered steel discs 
that compensate for both internal 


crankcase pressure and external 


atmospheric pressure. "Balanseals" 
operate under a continuous oil head 
and combine high efficiency with 
striking simplicity. 

"Balanseals", plus vibration-free 
design, plus the use of cylinder liners 
that permit replacement of all parts 
subject to wear, make the York V /W 
the obvious choice of all compressors 
in their capacity range. 


York Corporation, York, Pa. 


l 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 


For Competent, 
Authoritative 
Assistance... 


же 


CALL ON THE FACTORY-TRAINED 
EXPERIENCED YORK ENGINEER 
IN YOUR NEIGHBORHOOD 


York-trained, seasoned specialists in 
refrigeration and air conditioning, 
located at district headquarters 
throughout the United States are as- 
sisting architects, consultants апа 
contractors . . . in planning, purchas- 
ing, installing and maintenance. 

In the Houston area, for example, 
District Manager Edwards and his 
staff of 10 sales engineers devote 
their full time to the problems of 
York customers in this region. 


A. C. EDWARDS 
District Manager 


Assisted by: 
H. W. Broadwell W. R. McGinnis 
Calvin Gore C. H. McLeod 
F. D. Graham J. F. Moss 
R. P. James R. S. Sandifer 
W. K. Laster Н. 2. Thomas 
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HEADQUARTERS FOR MECHANICAL COOLING SINCE 
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THE RIGHT STAIN FOR 
CLAPBOARDS, SHINGLES, SIDING 


You'll find the right stain for any outside wood- 
work in Cabot's wide color range, from brilliant 
hues to weathering browns and grays. Lasting 
colors bring out grain and texture, compliment- 
ing the natural beauty of the wood. 


In office buildings in major cities throughout the 
country, in the nation's important hospitals, in pub- 
lic and parochial schools from coast to coast... 
and in thousands of industrial plants, too . . . you'll 


м 

l The Creosote іп Cabot's Stains insures long- 
lasting protection. Cabot’s Stains cost ^4 as much 

won't peel or blister even on 


find Halsey Taylor Drinking Fountains the logical 
installations. 


as good paint... 


green lumber. Patented health-promoting, trouble-proof fea- 


tures moke them easily the most hygienic fountains 
you can specify! Get our latest catalog. 


THE HALSEY W. TAYLOR CO. 
WARREN, O. 


Жыл Tayler 


DRINKING FOUNTAINS 


Lea 


Before you specify, write Samuel Cabot, Inc., 
1296 Oliver Building, Boston 9, Mass., for free 
booklet, "Stained Houses,” and sample. 


Cabot’s 


CREOSOTE 
STAINS 


47-777 2 


NORTON 
DOOR CLOSERS | 


FIN-TYPE COILS 
For 
Fast, Efficient 


HEATING 

aud | 
COOLING 
urn ов | 
AEROFIN 


CoRPORATION 
S. Geddes St. Syracuse 4,N.Y. 


Geared to Га the Job! 


NORTON 
DOOR CLOSER COMPANY 


Division of The Yale & Towne Mfg. Co, 
2900 М. Western Ave., Chicago 18, Ili. 


Steel Precision 
Rack and 
Pinion 
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there are 


when you choose 


SILENTITE 


SEPTEMBER 1947 


NO QUESTION OF WEATHER-TIGHTNESS! The 
new self-fitting Silentite is 20% more weather- 
tight even than the famous original Silentite— 
America’s first "insulated" window. In the new 
Silentite, full-length, double-Z type bronze wea- 
therstrips in the jambs press sliding bars against 
the edges of the sash, providing a tight fit, yet 
permitting easy movement. In addition, the new 
Silentite has improved weatherstripping at head 
sill and meeting rail. Silentite is made of wood, a 
natural insulating material—toxic and water re- 
pellent treated. 


NO QUESTION OF OPERATING EASE! The new 
Silentite operates easily the year around; but 
won't rattle or "creep"—thanks to the famous 
Silentite construction features. Мо weights or 
pulleys to get out of order, no sticking or bind- 
ing. Even a small child can operate Silentite! 


NO QUESTION OF SAFETY! The new Silentite 
locks in two positions—closed or partly open. 
Two Silentite locks (furnished with every Silentite 
window) are placed at the sides—no conspicuous 
center lock as on ordinary windows. 


NO QUESTION OF BEAUTY! The new Silentite 
—available in 12 sash styles—is a beautiful win- 
dow. Mullions are narrow—glass area is greater 
—narrow trim is used. Proportions are graceful. 
More than ever, Silentite is the kind of window 
that enhances the appearance of any home, 
large or small. 


NO QUESTION OF INSTALLATION! The new 
Silentite is amazingly easy to install because it is 
a prefabricated wood window. АП parts are engi- 
neered for perfect coordination in the completed 
job. And—good news!—installation costs ar 
amazingly low. 


Let us give you all tbe facts about tbe new self-fitting 
Silentite window—and why it bas been called America’s 
most modern window. Mail the coupon! 


Curtis Companies Service Bureau 

AR-9-S Curtis Building 

Clinton, lowa 

Gentlemen: Please send me your booklet on the new Curtis 
Silentite Window. 


I am ( ) Architect, ( ) Contractor, ( ) Prospective Home Builder, 


( ) Student. 
(Please check above ) 
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GRADUAL 
CONTROL 


has been an out- 
standing feature of 
Powers regulation 
since 1891. With this 
type of control, 
valves or dampers 
are opened or. 
closed gradually, 
which results in ex- 
ceedingly close 
regulation and the 
maximum of com- 
fort obtainable with 
automatic control. 


POWERS 


@ THE POWERS REGU- 
LATOR CO.,2752Green- 
view Avenue, CHICAGO. 
Offices in 47 Cities. 
See your phone book. 


WRITE FOR 
BULLETIN NO. 200 


TEMPERATURE 
| | ` and 
Ше 55 89 HUMIDITY CONTROL 


THE UNIVERSITY OF SYDNEY 
CHAIR OF TOWN AND COUNTRY PLANNING 


"ГЕН Senate of the University of Sydney invites ap- 
plications for the Chair of Town and Country 
Planning which has recently been established. The 
tenure of the Chair will be for a period of five years; 
extension of tenure may be made under conditions to be 
determined before the expiry of that period. The Profes- 
sor will be required to conduct post-graduate courses 
leading to a Diploma in Town and Country Planning 
and such other special courses in the University as may 
be established. He will also be required to undertake 
duties of an advisory character for the Department of 
Local Government and the Sydney Technical College 
and to discharge such teaching duties in addition at the 
Sydney Technical College as may be determined. He 
will be permitted to engage in consultative practice 
under conditions approved by the University. The 
salary will be at the rate of £2,000 (Australian) per 
annum. Applicants for the Chair are requested to send 
one application to the Secretary, Universities Bureau of 
the British. Empire, 8 Park Street, London, W.1, and 
one copy to the undersigned not later than 30th Seprem- 
ber, 1947, in each case. 


G. DALE, Registrar 


UNIVERSITY OF SYDNEY, SYDNEY, AUSTRALIA 
JULY, 1947 


Every Architect 
should have these 
STEWART CATALOGS 


Catalog 82, Standard Iron Fences (with Channel Rails, Gates 
and Arches) 


Catalog 80, Standard Iron Fences (with Angle Rails) 
Catalog 83, Standard Chain Link Wire Fences and Gates 


Catalog R-38, Railings, Pier Lanterns, Interior Gates, Veranda 
Work, etc. 


Catalog W-40, Window Guards, Wire Mesh Partitions, Folding 
Gates, etc. 


Catalog 1-42, Industrial Fence Specifications Manual 


These catalogs contain complete information on 
Stewart Iron and Wire Products. Check your file 
of Stewart literature. If you do not have all the 
catalogs listed above, we shall be glad to send them 
to you. Stewart also manufactures the following 
jail and prison equipment: Steel Cells, Bunks, 
Hinge and Sliding Type Doors, Locks and Locking 
Devices, Iron Stairways, Gratings, etc. Complete 
information on request. 


IRON THE STEWART 

Wire RON WORKS CO., Inc. 

1465 Stewart Block 

FENCES CINCINNATI 1, о. 


IDENTIFIES QUALITY 
IN BUILDERS’ HARDWARE 


LOCKWOOD identifies its Builders’ 
Hardware with this famous Trade Mark. 
You will find it on cylinder locks and keys, 
on mortise locks, on door closers... a 
symbol of enduring quality since 1882. 

To the Architect the name LOCKWOOD 
also signifies a line of Builders’ Hardware 
embracing all requirements, characterized 
by steady advancement in feature and de- 
sign... and a company that never hesi- 
tates to give full and prompt co-operation. 


We aim to keep it that way. R-1 


LOCKWOOD HARDWARE MFG. COMPANY 


Division of Independent Lock Company 


Fitchburg © Massachusetts 
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Moleta 


COLOR GUIDE 


Where, oh where, is the right color? You'll 

find a quick answer in the Moleta COLOR GUIDE. 
This handsome COLOR GUIDE gives a selection of 
150 beautiful colors to show your clients...each 
tint displayed on a large page (9" x 15") and 
Shown in true-life, right-on-the-wall effect... 
every tint from the palest to the darkest. And 
on the reverse of each sheet is given the 

exact mixing formula. 


Write for your copy of the Moleta 
COLOR GUIDE— $5.00, delivered 
anywhere in the U. S. A. 


MONROE, LEDERER & TAUSSIG, INC. 
606 М. American St. Phila. 23, Pa. 


oleta 
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FLAT OIL PAINT 
THE TRULY WASHABLE FLAT PAINT 


Nothing else quenches thirst 


like of [ler Mater.. 


The refreshing goodness of spark- 
ling clean water... readily available 
...is one of the blessings of our Amer- 
ican way of life. Most everywhere you 
go you find modern, sanitary drinking 


fountains. 


MODEL 7D — Pacifica 


Yov'll be proud, too, of the drinking Vilreous Ching Angle Sron 


water facilities you plan, when you Fountain with Chrome Trim 
specifiy HAWS Drinking Fountains for 
your clients. HAWS fountains are smart 
and modern in design, sparkling clean 
and easy to maintain. You will always 
find HAWS tops in mechanical excel- 
lence and dependability. Write today 


for full information. 


AWS 


DRINKING FOUNTAINS 
HAWS DRINKING FAUCET CO. 


1808 HARMON STREET (Since 1909) BERKELEY 3, CALIFORNIA 
Agents and Sales Representatives in All Principal Cities 


MODEL 8 


Angle Stream Head with 
Enameled Iron Drinking 
Fountain Bowl 
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The Colored Spots are 
our Trade Mark, Reg. 
U.S. Pat. OF 


SPOT SASH CORD 


WITH WEIGHTS AND PULLEYS 


— the one method of hanging windows that has been 


proved by generations of actual use to provide perfect 


and permanent balance. 


SAMSON CORDAGE WORKS · BOSTON 10, MASS. 


1. Makes 


ADVANTAGES OF 
WING REVOLVING 


UNIT HEATERS 


workers feel 
comfortable, live and 
invigorated — more 
productive. 


. Reaches over and 


around obstructions 
and into out-of-the- 
way corners. 


Moving discharge 
heats up plant quickly 
on cold mornings. 


4. Reduces absenteeism 


due to colds resulting 


from drafts, chills or | 


overheating. 


. Is an excellent cooling 


system in summer with 
steam off and fans on. 


D 
Wing 
REVOLVING 
Unit Heaters 


INSURE COMPLETE 
HEAT COVERAGE 


Not just another unit 
heater, the WING RE- 
VOLVING HEATER 
is unique in that it 
does what no other 
heater can do — its 
slowly revolving out- 
lets gently distribute 
the heat continuously 
ina constantly chang- 
ing direction. It 
reaches over, around 
and under obstruc- 
tions and into out-of- 
the-way corners. 
WING REVOLVING 
HEATERS are in 
many of the country’s 
leading industrial 
plants. 


L.J. Wing Mfy.Co. 


151 W. 14th St. 
New York 11 


Factories: 
Newark, N.J. 
Montreal, Can. 
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ІМ DEX TO ADVERTISEMENTS Catalogs of concerns marked (s) 


s Adam, Frank, Electric Сотрапу.............. 149 
Aerofin Corporation. . 210 
Air Devices, іІпс..........:................. 131 

s Aluminum Company of Атегіса............. 123 

s American Air Filter Co., іпс.................. 46 

s American Blower Corporation ............... 52 

s American Brass Company.... 27 
American Roof Truss Сотрапу.............. 206 

s American Seating Сотрапу................. 190 

s American Steel & Wire Сотрапу............. 57 

s American Tile & Rubber Со.................. 144 

s Anaconda Copper Mining Co...... 27 

s Anchor Post Products, іпс................... 
Arabol Manufacturing Со................... 


s Armstrong Cork Company 
s Arrow-Hart & Hegeman Electric Co 


s Barber-Colman Сотрапу.................. 58-140 
Benjamin Electric Mfg. Со................... 25 
Bernardini Studios 135 

s Bethlehem Steel Company 170 

DN e & Som; ІМе5-5%2%%,2--,-:--2.-2.,---,.2» 154 

s Blank, Frederic, & Co., Inc.. 208 
Blodgett, Ө. $, Co., іпе...................... 134 

s Blue Ridge Dales Division .................. 22 
ВооКФ...5..45.5-.-ь-«е»%:%4.5.5%»--> 154-196-200 
Brasco Manufacturing Со.................... 155 
Bright Light Reflector Company, Inc. А 16 

s Bryant Electric Сотрапу.................... 187 

s Bull Dog Electric Products Сотрапу.......... 29 
Burnham СогроғаНоп....................... 204 

s Burt Mfg. Co 204 
Byers, A. M., Co.. 4 

s Cabot, Samuel, Inc 210 

s Carrier Соғроғайоп......................... 176 
Case, W. А., & Son Mfg. Со.............. 3rd Cover 

s Ceco Steel Products Corporation.. 2-3 

s Celotex Согрогаһоп........................ 121 

s Century Lighting, іпс........................ 206 
Certified Ballast Manufacturers аа» Өй 

s Chase Brass & Соррег...................... 183 

s СіепеуінішіШЙев...->---».»---............ 204 

s Cincinnati Fly Screen Со..................... 198 
Columbia University Ргевө.................. 208 
Combustion Equipment Division. . v. 1979 
Connor, W. B. Engineering Согр............., 190 

s Coyne & Delany Сотрапу.................. 215 
Crane Сб. c.v. suse zv raw ke то PARA dd os 203 

s Curtis Companies Service Bureau............. 211 

s Cutler Mail Chute Co. 200 

s Day-Brite Lighting, іпс...................... 124 

s Detroit Steel Products Company. 

Dixon's Typhonite Eldorado Pencils.......... 159 

s Dunham, C. А., Сотрапу........ 5 132 

s Du Pont, E. |. de Nemours & Co., Іпс.......... 54 

s Dwyer Products Согроғаћоп................. 184 
Employment ОррогімпіНез.................. 198 

s Enterprise Engine & Foundry Co. 32 


Faber, A. W.-Castell Pencil Company, Inc..... 47 


Faber, Charlie a. ae sina Тус Н 6 оао 14 

Fedders-Quigan Corporation................ . 194 

Federal Electric Company, Inc... 163 
s Fiat Metal Mfg. Сотрапу................... 30 
s Fir Door Institute.............. .4 98 
s Fitzgibbons Boiler Company, іпс........... 174-206 
s 


s General Aniline & Film Согр................. 1 
General Солго. .................5»»%<ә еә 202 
214 


are filed in Sweet's File (1947 


s General Electric Company— Appliance & Mer- + Омепѕ-Шіпоіѕ Glass Company...... 48 
chandise Dept................ ...41-182 5 Ozalid Products Division 1 

s General Еіесігіс--іатрв.................... 51 
General Pencil Сотрапу.................... 186 Pacific Heater Division......... өзек» к» 192 
Graybar Electric Со...................2... 160-161 5 Petroleum Heat & Power Company. 122 

Pierce Renewable Fuses, Inc.... 150 

s Hart & Hegeman Division.... « 194 Е сага < са ee a P = 

5 sburi ate Glass Сотрапу............. 

s Haws Drinking Faucet Со..................:. 213 5 басе Enamel Institute, a BUPA SER 6 ыы 35 
Haynes Products Сотрапу.................. 202 s Powers Regulator Сотрапу................. 212 
Hazard Insulated Wire Works................ 53 Propellair Бімізіоп......................... 128 

s Herring-Hall Marvin Safe Со................. 167 
Holophane Company, Inc. .. ..156-157 s Radio Corporation of Атегіса............... 13 
Homasote Company, іпс.................... 192 ЖарШа gi, IM Gas «vs о.о. рее салоса 204 

SE Hood A ties MSD сеу 58 s Republic Steel Согроғаһоп................. 44-180 

s Hom, A; б.у Сәптрапу................%-..4. 38 s Revere Copper & Brass, Inc..... . 166 

є Най Brothers Co. „=. ган экы ЫА 202 Richmond Radiator Сотрапу................ 63 
Hotel Cleveland ss учуз узене Кк жайа 152 Robbins & Myers, Inc.......... -- 128 

s Roddis Lumber & Veneer Co.. 18 

s Imperial Brass Manufacturing Ce r < Ra a ш 

5 Іміерендеті Lack Co......., 54. «o оао з Russell, Е. C., Сотрапу..................... 198 

s sole Division. ccs ceva weve esses 

€ RENE Гоги A Tank Сороса бане, НІШ: RE ee 12 

s Samson Cordage Works..................... 213 

Jenkins Вгов........................ esses. 19 s Sarcotherm Controls, іпс..................... 17 

s доһпе-МавуШе...>-:4-%4.%5%%-4%.4%4»4-ь5% 158 Schlage Lock Сотрапу....... ә! MA 
s Josam Manufacturing Со.................... 133 s Seaporcel Porcelain Metals, Inc... ec. 184 
Sarvat, Inc... eo eoi ооо .. 164-165 

s Keasbey & Mattison Сотрапу............... 40 в вабнай Се, 22.5605 серое еее 206 

s Kimberly-Gork Corporation... deor omar: жан M 
Kinetic Chemicals, ГТйе....-<е«е%%4%%42»<5%%»% 172 8 Speakman Сотраопу..............5........ 62 

s Kinnear Manufacturing Со................... 126 s Stanley Works.......... 50 

s Koppers Company, іпс...................... 37-59 s Stewart Iron Works Co.. 212 

s Structural Clay Products Institute 141 

s Laclede Steel Сотрапу...................... 188 s Surface Combustion Согрогаһоп............. 56 

s Libbey-Owens-Ford Glass Сотралу........ 22-177 
Lincoln Electric Co. 143 s Taylor, Halsey W., Co........ an os eoa sote 210 

s Lockwood Hardware Mfg. Со 212 s Thrush, H. A. & Company .. 191 
Lone Star Cement Согрогаһоп............... 200 s Tile-Tex Со.,пс............................ 60 

s Tiletone Сотрапу.......................... 147 
Maas Organ Сотрапу..................... 208 i Vend rie a GOOCH a Ress viis veh veia Eis 

s Macomber, Incorporated. 146 s Truscon Steel Company. 44 

s Mahon, R. C. Сотрапу..................... 55 Tuttle & Bailey......... 178 

s Martin-Parry Согрогаһол................... 23 
McQuay, іпс............................... 49 s United States Gypsum Сотрапу............. 197 

s Medusa Portland Cement Сә................. 173 s United States Plywood Corporation. 31 

s Mesker Вгоһһегв................ гә: 146 s United States Quarry Tile Со.... 136 
Michaels Art Bronze Сотрапу............... 130 United States Rubber Company........ 4. 24 
Miller Сотрапу.................. КИК 11 s United States Steel Corporation Subsidiaries. . 57-189 

s Minneapolis-Honeywell Regulator Со........ 222 United МУаПрарағ.......................... 175 

а 5 Universal Atlas Cement Corporation.... 189 

s Minnesota & Ontario Paper Co 8-9 > 

? s Universal Zonolite Corp. 181 

s Modine Manufacturing Co..... 171 University of бусілеу....................... 212 
Monroe, Lederer & Taussig, Inc 213 
Morrison Steel Products, Іпс.................. 137 bas Rene, elut Gb. cerca o opm Sa 186 

Май) Ines oco ss vit eveccisv ЧТ 175 
Naco Manufacturing Со..................... 192 s Vonnegut Hardware Co... 205 

s National Chemical & Mfg. Co......... . 193 Vulean КайісісгіСо;...........:............ 43 
National Clay Pipe Manufacturers, Inc........ 42 

s National Gypsum Сотрапу................. 36 Wakefield, F. W., Brass Company............ 202 
National Lead Company...... ..44.......... 145 Ware Laboratories, іпс...................... 138 

s National Radiator Сотрапу............ ..... 185 s Webster, Warren & Co i 152 

s Nelson, Herman Corporation. * 162 Western Біесігіс................... ..160-161 
Nesbitt, John J., іпс.......... 2 199 s Westinghouse Electric Corporation ë 150 

s New Castle Products......... 208 s Westinghouse Elevator Division............ 168-169 
Norfolk & Western Railway.... ve 39 s: Wing, L. J, Mig. Ci.. oso cscop pe insons oossoo 213 

s Norton Door Closer Сотрапу................ 210 s Wood Conversion Company 151 

Wurlitzer, Rudolph Со... 45 
Okonite Сотрапу.......-.................. 53 
s Otis Elevator Сотрапу...................... 201 s York Согрогаһоп........................... 209 
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NEW YORK—H. Judd Payne, General Manager; Robert F. Marshall, Business Manager; Tom Tredwell, Advertising Mgr.; 

Benton B. Orwig, Creative Service Manager, 119 West 40th Street; BOSTON—Harry M. Horn, Jr., 855 Park Square Bldg.; 

CHICAGO —Jack Casey, C. B. Riemersma, 700 Merchandise Mart; CLEVELAND—John C. Jackson, 321 Hanna Bldg.; LOS 

ANGELES—Bob Wettstein, Room 816, 816 West 5th St; PHILADELPHIA—Tom Tredwell, 1321 Arch St; SAN FRANCISCO— 
Bob Wettstein, 1085 Monadnock Bldg., 681 Market St. 
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THE SIMPLEST, MOST EFFI- 
CIENT, AND EASIEST TO 
MAINTAIN FLUSHOMETER 
ASSEMBLY-— with full protection 
against back-syphonage and 
resulting water contamination. 


Write for folder. 


The American way of life is the Delany way. 
Cleanliness, comfort and the initiative to utilize 
every means to obtain them. 


The picture above is indicative and combined 
within these beautiful and comfortable homes 
—the proof—a flip of a switch will heat, cool 
and light and in addition, every work saving 
device is present. 


The installation of the Delany Valve and Vacuum 
Breaker harmonizing with all of the above completes 
the home. Requiring only a light finger tipping to 
manipulate, producing a streamline action with a 
speedy cycle of operation (6 seconds) obtaining a 


positive clean elimination of all waste, definitely do- 
4a Di о Сс R ie & & ing away with all personal annoyances. The water 
economy, long lasting efficiency and freedom from 


S 44 D ELA NY break-downs of the Delany Valves and Vacuum 
аа Breakers over past accepted units of domestic sani- 

tation, earns for them a place in your plans for the 
FLU SH VA LV ES" fulfillment of the American way of life. 


ne z Delany, 


BROOKLYN 
FLUSH VALVES - VACUUM BREAKERS - PLUMBING SPECIALTIES 


IN CANADA: THE JAMES ROBERTSON COMPANY, LIMITED * MONTREAL * TORONTO » ST. JOHN. М. B. 
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These Are the Ingredients 


of TRANE Heating and Air Conditioning 


Trane heating and air conditioning systems 
perform many functions . . . from de- 
hydrating hybrid seed corn to giving the 
guests in a huge hotel year-round comfort. 
Such a range of uses calls for an extensive 
--а complete—line of products. And Trane 
manufactures the most complete line of 
heating and air conditioning products in 
the industry. 


In so doing, Trane adds the extra value 
of engineered products. This means that 
every Trane product is designed by Trane 
engineers to match every other Trane unit, 
for integrated systems that perform with 


the unsurpassed efficiency of balanced op- 
eration. 


Manufacturing 


HEATING AND AIR CONDITIONING 


THE TRANE COMPANY, LA CROSSE, WISCONSIN 9 Also TRANE COMPANY OF CANADA, LTD., TORONTO, ONTARIO 


Oemar o f E S LS -о eg S <» 


As a further advantage, the architect, 
engineer, or contractor in designing heat- 
ing or air conditioning systems finds every 
unit he needs at oze source with the un- 
divided responsibility of оле manufacturer. 
The facilities of 85 Trane Field Offices are 


at the disposal of your architect, engineer, 
and contractor. 
* * * 


Tbe Convector-radiator—modern successor to 
the old-fashioned cast iron radiator—has been 
engineered by Trane for universal application 
to steam and hot water heating systems, and is 
being produced in quantity so you can now 
secure it from local distributors’ stocks. 


Engineers of Equipment 


ARCHITECTURAL 


for 
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